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highlights of 1971-73 


Philadelphia took another step into 
the space age in 1973. It began 
transmitting stream data to a satellite 
orbiting the earth. 

The data, which was relayed from 
monitoring stations along the rivers, 
passed from satellite to ground center 
and then to a teletype receiver in the 
city’s Water Department. 

For Philadelphians, this linkage to a 
U.S. Government satellite was another 
step in a continuing story of water 
progress. 

In a brief 20 years, Philadelphia had 
modernized its old water and 
wastewater systems, and it had created 
one of the finest water services in 
America. 

Treated in modern plants, pumped 
by automated stations, stored in 
capacious reservoirs, the city’s water 
flowed clear and abundant. It was rated 
as one of America’s purest treated 
waters. 

This water was drawn from streams 
that were protected by an efficient 
wastewater system, collecting sewage 
from Philadelphia and outlying 
communities. In 1971-73, the city’s 
three ‘‘water pollution control” plants 
kept 206,000 tons of suspended solids 
out of the rivers. 

Despite these achievements, 
Philadelphia’s Water Department had 
little time to look backward. It had set 
its sights on new and exciting goals. 


WATER SERVICE 


One goal, in particular, lured the 
city’s water planners. This was the 
automation of the water system. 
Automation, it was believed, would 


reduce operating costs, increase 
efficiency, and provide still better 
water. 

To realize these benefits, the 
department hired several consultant 
firms in May, 1973, to draw up a basic 
automation plan. Encompassing 
treatment plants, reservoirs, and 
pumping stations, this plan will make 
Philadelphia the first city in the world 
tocontrol the treatment and delivery of 
water by computer. 

Other improvements were also 
under way. From January 1, 1946 to 
June 30, 1971, the community had 
invested $195 million of capital funds 
in the water system, and it spent nearly 
$8 million more for this purpose in 
1971-73. 

During the biennium, two notable 
works were completed. These 
included— 

e A6,000-ft. tunnel to carry up to 150 
million gallons of river water daily from 
the Schuylkill River to the Queen Lane 
Water Treatment Plant, and 

e A new, covered reservoir, which 
holds 50 million gallons of purified 
water, at the Queen Lane Plant. 

Built at a combined cost of $6.9 
million, the new tunnel and reservoir 
will provide a more reliable water 
supply for most of Philadelphia lying 
between Broad Street and the 
Schuylkill River. 

Less spectacular, but just as 
essential, were these other new 
services. The department— 

e Constructed 30 miles of water 
mains to supply homes and industries 
in all parts of the city, 

e Installed new pumps with a 
combined capacity of 107 million 
gallons in two water pumping stations, 

e Installed ammoniation equipment 
at the Torresdale Water Treatment 
Plant. 


It is expected that all of the city’s 
finished water will be treated with 
ammonia in 1974, thus destroying the 
last traces of chlorinous tastes and 
odors. 


STREAM PROTECTION 


A nagging question troubled the 
nation’s cities in 1973. Could they 
afford the staggering cost of cleaner 
lakes and streams? 

In Philadelphia, this question was 
being quietly answered. The Water 
Department moved steadily ahead with 
plans for greater protection of the 
Delaware and Schuylkill Rivers. 

The department planned to upgrade 
and “‘regionalize” its water pollution 
control plants at a cost of $300 million. 
The expanded ptants would provide 
more thorough treatment of 
wastewater, and discharge a cleaner 
effluent to streams. Removal of 
pollutants from wastewater (as 
measured by biochemical oxygen 
demand) would rise from 55% to 92%. 

Capacious enough to treat the 
wastes of additional outlying 
communities, the new plants will be 
shaped to a modern design. They will 
be operated by computer. 

In the winter of 1973, the Water 
Department asked for 75% federal 
financing of the eligible project costs 
of the plant expansion. Though this 
would net the city close to $225 million, 
there were some uncertainties about 
the timing of federal financing. 

Despite the uncertainties, the city 
had already agreed to an 
Environmental Protection Agency 
request that it shave a year off 
completion dates for two of its plants. 


Subject to federal financing, all 
expansion will be carried out between 
1973 and 1977. 

While working on these ambitious 
plans for the future, the Water 
Department continued to improve its 
wastewater system. During 1971-73, it 
spent $24.8 million in capital funds for 
wastewater plants, pumping stations, 
and sewers. In the previous 25 years 
(1946-71), the city had spent nearly 
$311 million for such facilities. 

During the biennium, the 
department built— 

e 23 miles of sewers to collect 
wastewater from homes and 
industries, 

e 272 feet of replacement line for the 
big Mill Creek Sewer, which collects 
storm water from West Philadelphia. 
e A new Sewer Maintenance Yard in 
West Philadelphia, and an Automotive 
Maintenance Garage at the Northeast 
Plant. 

Non-polluting incinerators, which 
will burn grease and oil removed from 
wastewater, were under construction 
at the Southeast and Southwest Water 
Pollution Control Plants. The 
incinerators, costing $1.85 million, will 
eliminate some plant odors. 


PURE WATER STORAGE 


1.2 billion gallons city wide 


Ocean disposal of the city’s digested 
sewage sludge continued during the 
biennium. Although a Franklin Institute 
study (in 1972) showed that the city’s 
sludge was having no harmful effect on 
the ocean, the Environmental 
Protection Agency required 
Philadelphia to move its disposal site 
farther out to sea. In May, 1973, the 
department began to barge its sludge 
to a point 50 miles southeast of 
Delaware Bay. Urging the lower cost 
and ecological safety of ocean 
disposal, the department asked EPA to 
regulate, but not to ban, such disposal 
in the future. 


OTHER DEVELOPMENTS 


With the change of City 
Administration on January 3, 1972, new 
emphasis was placed on savings. To 
carry out this policy, the department 
cut overtime sharply and made other 
savings on manpower. In the 18 
months up to June 30, 1973, overtime 
costs were $247,000 below the 
preceding 18 months. 

Savings from previous years were 
also piling up. Newly instituted 
procedures—the result of a manpower 
study (1967-72)—netted the 


New Water Storage: A new covered reservoir, which holds 50 million gallons of filtered water, 
went into service at the Queen Lane Plant. In the past decade, filtered-water storage has risen 


by 232 million gallons 
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Final Inspection: City officials inspect anew 
water tunnel that stretches for more than a 
mile. River water began to flow through the 
tunnel to the Queen Lane Plant. 


department $2.3 million in operating 
savings up to mid-1973. 

To extend these savings, the 
department studied management 
practices in a number of its units in 
1973, and it laid the groundwork for the 
introduction of an incentive system 
among sewer inlet cleaners. 

During the biennium, the 
department also— 

e Carried out various studies of 
stream pollution, storm water 
overflow, new wastewater treatment 
methods, water quality, and sewer inlet 
design, 

e Increased the use of its digital 
computer for engineering and 
management reports, 

e Provided or sponsored a variety of 
technical, orientation, public relations, 
engineering, and college training for 
its personnel, 

e Prepared changes in the city’s 
plumbing code to eliminate health 
hazards from cross connections in 
private property, 

e Issued plastic sprinkler caps to the 
public for use on certain fire hydrants 
in the summer, while placing 


thousands of locking devices on other 
hydrants, 

e Provided summer jobs, under a 
federal program, for high school 
students, 

e Won 17 safety awards from the 
Safety Council of the Greater 
Philadelphia Chamber of 
Commerce. 


facts in brief 


Fiscal Fiscal Calendar 
1972-73 1971-72 1962 

lO 1 EAUILY/ SUL O) Bile, Sere a am Se nll ls ae thee me 1,948,609 (a) 1,948,609 (a) 2,002,572 (b) 
WATER SYSTEM: 
AUYELESS RELL Se) 212 eae liga ae en nn ener a eee ceceec hs 522,165 521,852 522,632 
MIMOPELECACCOUINS.....2:..-.cccsesernsesaassvenccssaccssasscneassnectres 3,863 3,998 2,599 
GORA SEMICES ceceueseetese ce ccates scar ocet deccsissedes sas qteqereennrseneseanane 526,028 525,850 525,231 
Consumption of filtered water 

e Per person on average day (GalS.) ..........::cceesseeeeeees 190.5 182.5 163.7 

e Average day (Million Gals.) .........c:ccesceseeseesteesteeenes 372.8(c) 359.9(d) 327.8 

e@ Maximum day (MiIIliON GalS.)........cccccceesseeeesteeeeteeees 563.8(e) 474.3(f) 430.5 

@ TOtalvarmniclal) (NMG AIS.) cesvsecescc<--seceseccevcvoscnscaseenes 136.1 131.7 119.6 
Total annual raw water pumped (billion gals.)............. 143.4 138.9 125 
FPIPCHMOSI MNCS) ic....-s.ccesesqcacesuscdsvasssevasstzacnceacanccenencrsncncrs 3,240 3,234 3,108 
PRIMER CTNDNG ecco atc cron scence scecacdeessecoucecencensuees seenstvonstrves 25,568 25,479 24,325 
RAN Go cs esate ne en trae Orca seca cone pence veec ses cendetdenaauciacen ence spseauente toners TTOul 76,976 69,325 
WASTEWATER SYSTEM: 
Wastewater treated on average day (million gals.)...... 448.7 442.9 347.2 
Total wastewater treated in year (billion gals.) ............ 163.8 162.1 126.7 
SE WE MSN (MICS erences tec cetnstencrcvecpwery covcuwssecesctespostiatartuacncanse 2,544 2,539.1 2,404 
HIGH PRESSURE FIRE SYSTEM: 
PMS NRT MENDES Ga) ee ee ones us anew acacsauaienrs tases sctaGissdatsexs ccnseare 64.5 63.5 63 
PERSIANS escarole nek ceca scuascsssxonsaccdscsGnnrnesersenses 1,070 1,050 1,050 
WEN VES See ee ce eee rsimcritran tc casr esas uakigancvsncoeeesceonarwanesseh oe 1,930 1,887 1,870 


Notes: (a) U.S. Census figure for 1970. 
(b) U.S. Census figure for 1960. 
(c) Includes 367.7 M.G.D. used in Philadelphia and 5.1 M.G.D. delivered to Bucks County. 
(d) Includes 355.6 M.G.D. used in Philadelphia and 4.3 M.G.D. delivered to Bucks County. 
(e) Tuesday, July 18, 1972—temperature 90 degrees F. 
(f) Friday, June 25, 1971—temperature 92 degrees F. 


the water system 


MOVING TOWARDS 
AUTOMATION 


For 20 years, change has swept over 
the city’s water system, and each 
passing year has brought new 
improvements. 

Major change still dominated the 
Water Department in 1971-73, and its 
water planners were pressing towards 
another master goal. That goal was the 
automation of the water system. 

This was anew and imaginative goal, 
for automation had not yet been tried 
by any water utility. Although a few 
communities had used computers to 
log data on water flow, none had used 
the computer to contro/ the treatment 
and distribution of water 
independently of human operators. To 
employ the computer for full ‘process 
control” was the objective of the 
Philadelphia Water Department. 

There were many reasons for the 
department's interest. Computers 
could save money, speed up response 
to emergencies, and provide better 
control of water quality. More 
functions could be regulated centrally 
by fewer employees. 

The Water Department had already 
taken, or was in the process of taking, a 
number of steps to prepare for 
automation: 

1. It had built modern treatment 
plants operated by automatic or 
semi-automatic equipment, and a 
microwave system that remotely 
controlled pumping stations and 
reservoirs. 

2. Studies from 1967 to 1971 by 
General Electric Company, acting asa 
private consultant, showed that 


* Black, Crow, and Eidness, consulting en- 
gineers, of Gainesville, Fla., head the team, 
which includes the General Electric, Her- 
cules Powder, and Foxboro Companies. 

** Thus during the biennium the Torresdale 
Plant installed (1) six instruments to monitor 


computerization of the water treatment 
plants was feasible. 

3. In May, 1973, the department 
appointed an experienced consulting 
team* from private industry to draw up 
a comprehensive plan. Working under 
a $628,000 contract, the consultants 
will have up to 15 months to— 

e Prepare a general automation plan 
for the water treatment plants and 
distribution system, 

e Survey existing controls and 
equipment in the treatment plants for 
adaptation to automation, and for 
updating where necessary, 

e Design contract plans and 
specifications for initial automation of 
the Queen Lane Plant and the East 
Park and Oak Lane Reservoirs. 

The control of water purification by 
computer will be introduced at the 
Queen Lane Plant first to obtain 
operating experience. Later, it will be 
extended to the Torresdale and 
Belmont Plants, and to the microwave 
system. 

The computer (or possibly 
computers) will (1) monitor the flow, 
condition, and chemical treatment of 
water in the plants, (2) analyze 
information transmitted to it by 
monitoring devices located in the 
plants and on the rivers, and (3) then 
issue “orders” to plant equipment. All 
of this will be done without 
intervention of a human operator. 

4. As its plant equipment wore out, 
the department was -buying new 
equipment that would be compatible 
with future automation. Pneumatic 
instruments, for example, were being 
replaced with electronic, and new 
monitoring devices were being 
installed or developed.** These devices 
transmitted data by electrical signal to 


the ‘‘pH”’ of the river water and to pace (even- 
tually) the application of lime, (2) four tur- 
bidimeters to measure turbidity, (3) new level 
gauges on dry chemical bins, and (4) new 
electronic controls on a wash water tank. At 


operators’ or chemists’ panels. 

Eventually, such signals will be 
transmitted to a process control 
computer. 

5. Although it did not regulate 
processes, a digital computer was in 
service at the Microwave Center. From 
mid-1970 onward it received and 
digested an unending stream of data 
on water flow rates, pressures, 
elevations, and other conditions at 
pumping stations and reservoirs. This 
data was used by center operators, 
who regulated those facilities by 
microwave. 

Transistorization of the microwave 
system was extended in 1973. 
Microwave equipment of the 
vacuum-tube type was replaced with 
solid-state equipment at two pumping 
stations,*** thus assuring more 
trouble-free control by a future 
computer. To date, 10 pumping 
stations had been transistorized, and 
only three had not. 

6. At the department's request, 
General Electric Company made 
several studies of water pressure 
districts. The data from these studies, 
digested by the G.E. computer, was 
used to determine ‘control strategies” 
for supplying water to the districts at 
least cost. These ‘‘strategies”’ will be 
put on the department's process 
control computer when automation is 
achieved. 


 ———_ 


the Queen Lane Plant, new equipment was 
making it possible to pace automatically for 
the first time the application of caustic soda 
and fluoride. 


*** East and West Oak Lane Stations. 


BY 1980 ... THE CITY’S WATER SYSTEM WILL BE FULLY COMPUTERIZED 


.... WITH PLANT AUTOMATION 


Philadelphia may become the first 
city in the world to control the 
treatment and delivery of water by 
computer. Treatment plants, 
pumping stations, and reservoirs will 
be linked to a master computer (or 
computers). The city hopes for 
savings, more efficiency, and better 
water. 


RESERVOIRS 


PUMPING STATIONS 


TREATMENT PLANTS 


.... AND ELECTRONIC LABORATORIES ON WHEELS 


The National Science Foundation developed this mobile laboraiory to 9 
test water as it reaches consumers. The all-electronic laboratory, with 
minicomputer and analyzers, can tie into any neighborhood main and 

monitor continuously. Philadelphia plans to acquire such 

laboratories to ensure good water for its citizens. 


the water system (continued) 


THE CHALLENGE OF 
RISING CONSUMPTION 


The need for increased capacity was 
another challenge facing the water 
system. This was because of growing 
demand for water. 

Philadelphians used more water in 
fiscal 1973 than at any time in 18 years. 
Their average daily consumption was 
367.7 million gallons.* This was only 
slightly below the city’s historic high... 
370 million gallons a day in 1953. 

In addition, the city supplied an 
average of 5.1 million gallons a day to 
Bucks County in 1972-73, raising total 
water use to 372.8 M.G.D.—the highest 
output since the public water system 
was founded in 1801. 

The increased water use was not a 
passing development. Despite many 
open fire hydrants on hot summer 
days, the use reflected a well 
established trend. 

The long-term curve of water use has 
gone down and then up in Philadelphia 
during the last 25 years. In the decade 
1948-57, water use averaged 357 
million gallons a day. Consumption 
sank in the 10 years that followed, as 
the Water Department corrected 
leakage from old mains and put a water 
meter into every home. From 1958 
through 1967, it averaged only 333 
million gallons daily. 

Water use within the city turned 
upward in 1968, and in the years since 
then a small population increase, 
greater industrial demand, and 
improved standards of living have held 
it at a higher level. Water consumption 
for the period 1968-73 has averaged 
363 M.G.D. 

Although the rising consumption 


For Better Water: An operator checks the control panel (right) of anew ammoniation system 


New Turbidimeter: This automatic device 
measures water turbidity at the Torresdale 
Plant. It is one of several new sensing 
devices that will report eventually to 
computers. 
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at the Torresdale Plant. Ammonia will be used to remove chlorinous tastes and odors from 
tinished water. Photo at left shows ammonia applicators. 


had little effect in 1973 on the ample 
capacities of the city’s treatment 
plants, there was need for 
strengthening the pumping, piping, 
and storage of water. For this purpose, 
the Water Department made important 
changes. 


A GIANT WATER TUNNEL 
FOR QUEEN LANE 


Agreat cascade of water ushered ina 
vital change in April, 1973. Rushing up 
a 120-ft. high shaft, the water plunged 
into an open reservoir at the Queen 
Lane Plant. 

The water came from the Schuylkill 
River through a 6,000-ft. tunnel, that 
will carry up to 150 million gallons of 
river water daily. 

The new pipeline—the first water 
tunnel to be built by the city since 
1904—will assure a more constant 
supply of river water for the plant, and 
help it meet future growth in consumer 
demand. It replaces three 


smaller-capacity water lines, two of 
which will be reconditioned and 
retained on stand-by. 

There was urgent need for the new 
water tunnel. Twice in 1972 the old 
supply mains broke, partially 
disrupting service to the Queen Lane 
Plant. 

Cut by a boring machine through 
underlying rock, the new tunnel is 11 
feet in diameter and contains an 8-ft. 
diameter concrete tube. It runs 50 to 
100 feet below the surface, shooting 
east from Ridge Avenue along 
Schoolhouse Lane to Cresson Street; 
then bends south along Cresson Street 
to Bowman Street, where it turns east 
again, ending at the Henry Avenue 
reservoir of the Queen Lane Plant. 

Largely finished on June 30, 1973, 
was a steel pipeline loop which 
connects the tunnel to a riverside 
pumping station at Ridge Avenue and 
Schoolhouse Lane. By August this 
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* This was 12.1 million gallons more a day than in fiscal 1972 when a temporary drop occurred. Water use 
soared to 563.8 million gallons on July 18, 1972—the highest use for any day on record. Again it 
exceeded 500 million gallons daily on several days in June, 1973. 


For Water Supply: Steel pipe, four feet in diameter, awaits 
placement at the Queen Lane Plant. It will carry water to 
consumers from a new reservoir. 


loop had been linked to all the station 
pumps. 

The loop includes 1,160 feet of 5-ft. 
steel pipe, three huge valve chambers, 
and two magnetic flow meters. The 
meters measure water flow rates and 
transmit the data to a panel in the 
station. 

Together, the tunnel and pipeline 
loop were built at a cost of $3.4 million. 
The Federal Government underwrote 
44% of the cost. 


A NEW RESERVOIR FOR 
PURIFIED WATER 


There was a welcome improvement 
of water pressures in some 
neighborhoods west of Broad Street, 
as a new reservoir went into service. 
Formed from 22 abandoned filter beds 
at the Queen Lane Plant, the reservoir 
could hold 50 million gallons of 
purified water. 

During the biennium, sand and 
gravel spewed from the old filter beds 
as workmen cleared and 
interconnected them. New piping, roof 
drainage, roof support columns, 
chlorinators, and flow and elevation 
gauges were installed. 

The first half of the reservoir went 
into service in May, 1971, and the 
second half in September, 1972. 


For Increased Pumping: Two new pumps at 
the Lardner’s Point Station will help to meet 
high summer demand for Torresdale Plant 
water. Above, motor and pump. 


The Queen Lane reservoir was the 
last in a series of covered basins to be 
created at the treatment plants in the 
past decade. These added 232 million 
gallons to the city’s purified-water 
storage, raising this to nearly 1.2 billion 
gallons. 

Protected from algae and 
contamination, the covered storage 
helps to preserve the quality of the 
finished water. 

The cost of the Queen Lane reservoir 
was $3.5 million, with the Federal 
Government paying 40%. 


THE EXPANSION OF 
PUMPING 


The constant hum of pumps was 
another sign of rising water use. In the 
face of high summer demand, some 
pumping stations were strained to 
capacity. To relieve this strain, several 
pumps were replaced with larger units 
under contracts totaling $700,000. 

Thus the Lardner’s Point Station, 
which supplies purified water to much 
of Philadelphia east of Broad Street, 
received two electric pumps. With a 
combined capacity of 80 million 
gallons daily, the pumps increased the 
station capacity from 210 to 240 M.G.D. 

Service to the far northeast was also 
boosted by a new 27 M.G.D. pump at 
the Torresdale Filtered Water Station. 
The high-service capacity of the station 
rose from 42 million gallons daily to 63 
million. 

The three raw-water stations 
pumped a daily average of 379.6 
million gallons to the water treatment 
plants in fiscal 1972, and 393 million 
gallons in fiscal 1973. Of the water 
which reached consumers, about 
two-thirds was pumped by distribution 
stations and the rest flowed by gravity. 

The high demand and rising electric 
rates boosted the cost of water 
pumping. In fiscal 1973, the power cost 
for pumping a million gallons of water 


to consumers was $18.03, a jump of 
$6.61 in three years. 

To achieve economies, the 
department removed personnel from 
one of its two high-pressure stations, 
and put the station on stand-by. These 
stations, which operate only during 
fires, supply water for fire fighting in 
the central and north central areas of 
the city. They provided 50.3 million 
gallons of water for 61 fires during the 
biennium. 


MORE MAINS TO 
SUPPLY CONSUMERS 


To move more water to consumers, 
30 miles of mains were laid in all parts 
of the city. These mains were intended 
to service new houses and industries, 
reinforce water supply, and replace old 
pipelines. 

Because of continuing construction, 


geo wee 
Pumping: Ten distribution stations pumped 
or repumped two-thirds of the city’s purified 
water to consumers. All of these were 
remotely controlled by microwave from a 
central point. 
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the water system (continued) 


the water main network was growing 
steadily ‘younger’. Of the 3,240 miles 
of mains on June 30, 1973, over 20% 
had been built in the preceding 20 
years. 

Replacement: The replacement of 
old mains was the key to this 
rejuvenation, and since 1953 the city 
had replaced from 10 to 20 miles of 
mains annually. Despite this, 
Philadelphia still had over 600 miles of 
mains that antedated the year 1890. 

Unlined and frequently corroded, the 
old pipes were constantly breaking. Of 
1,425 breaks during the biennium, 
two-thirds occurred in small mains 
built before the turn of the century. 

To avert such breaks, the Water 
Department relaid 19 miles of mains in 
1971-73, and it planned to spend $2.3 
million annually for further 
replacements during the next six years. 

Where possible, the department 
reconditioned mains that were still 
serviceable. It cleaned and 
cement-lined over 17 miles of mains in 
Wissinoming, West Philadelphia, and 
Roxborough. The cleaning and lining 
improved water flow, restored carrying 
capacity, and reduced water 
discoloration. 

New Development: In Eastwick, 
which is being redeveloped, two more 
miles were added to the 21 miles of 
mains built there since 1964. Other 
mains were placed in other newly 
developed or redeveloped areas, in the 
north central, northeastern, and 
western reaches of the city. 

To increase the reliability and 
flexibility of distribution, the 
department replaced many valves in 
supply mains. This included the 
installation of seven 4-ft. valves in two 


large mains that run from the Lardner’s 
Point Pumping Station to Frankford. 
The work was done under a $550,000 
contract. 

New Materials: Since the early 19th 
century, cast iron mains have been the 
backbone of the city’s water system, 
and they still form 93% of city mileage. 
In recent years, however, ductile iron, 
a more flexible, durable, and 
shatter-resistant material, has been 
used for most new pipelines. Steel and 
reinforced concrete have been 
employed where necessary. 

In September, 1972, the Water 
Department turned to another 
promising material. As part of a small 
contract to replace an existing main, 
the department installed plastic 
service pipes to connect a number of 
houses to the main. This experiment 
was repeated several months later in 
another street. 

The new plastic pipe, of ultra-high 
molecular weight polyethylene, may 
replace existing cast iron, or 
copper service pipe eventually. Among 
its apparent advantages: It won't 
freeze, will resist corrosion, is as 
durable as copper, provides 20% more 
carrying capacity, is easier to handle 
than metal pipe, and won't cause water 
taste or discoloration. 


NEW STEPS TO 
ACHIEVE BETTER WATER 


While moving towards automation 
and more capacity, the department 
pressed eagerly towards another goal. 
This was the further improvement of 
water quality. 

Modern plants had already done 
much to improve this quality. Treated 
with purifying chemicals, settled in 
large basins, polished by filter beds, 
the city’s water flowed clear and fresh 
to consumers. Most of the tastes and 
odors of the past had vanished. 

Philadelphia's drinking water had a 


coliform organism count that was only 
2% to 4% of what is permitted by the 
U.S. Public Health Service for 
interstate carriers. It was one of the 
purest treated waters in America. 

By every test, this water met or 
surpassed the 30 quality standards set 
by the U.S. Public Health Service, and it 
met most of the quality goals 
established by the American Water 
Works Association. 

Despite this past success, the 
department had other visions. 
Automation, ammoniation, and other 
controls were part of its plans for still 
better water. 

Ammoniation: With automation a 
few years away, the treatment of water 
with ammonia offered the quickest 
improvement. Ammonia was already in 
use at the Belmont Plant in West 
Philadelphia. There it eliminated 
chlorinous tastes and odors from the 
finished water. The ammonia, applied 
in minute, precisely measured doses, 
also provided a longer lasting 
disinfectant (chloramine) by 
combining with chlorine. 

This treatment had not yet been 
extended to the rest of the city. In fiscal 
1973, however, an ammoniation 
system was almost completed at the 
Torresdale Plant under contracts 
totaling $259,900. This system, 
equipped with application and control 
units, chlorine residual analyzers, 
storage tanks, pumps and chambers, 
will go into service early in 1974. A 
similar system previously installed at 
the Queen Lane Plant, and modified in 
1973, will go into operation at the same 
time. 

These new systems will improve the 
taste and odor of water flowing to 1.6 
million consumers living between the 
Delaware and Schuylkill Rivers. 


A NEW WATER TUNNEL A 


Engineering 


lepths of 50 


d 
Schuylkill Rive 


Pouring Concrete: Workmen lower a pipe, 
which will carry concrete to the tunnel 80 
feet below. The concrete will spread 
behind tunnel liner plates to form a tube. 


se) 


r "o y m 
Water Cascade: Tunnel water rises up a 


120-ft. shaft and plunges into an open Tunnel Construction: Liner plates are ready for Water Abundance: The new tunnel 
flume at the Queen Lane Plant. Tunnel pouring of concrete. 2s can be moved from will ca 150 million gallons of 
went into service in ADH 1973. spot to spot / as j 
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Connecting to Tunnel: At the Schuylkill River a steel pipeline is 
connected to the tunnel and will be extended to the riverside 
pumping station. 


the water system (continued) 


Lime Treatment: Because of 
improvements in the feeding of lime, 
the application of metaphosphates to 
the finished water was discontinued at 
the Torresdale and Belmont Plants in 
1972, and at the Queen Lane Plant in 
1973. Phosphates had been used to 
prevent the corrosion of distribution 
mains by slightly acidic water. 

Use of lime at earlier stages of 
treatment enabled the plants to 
produce a non-corrosive and fairly 
stable water. Thus Torresdale water 
reached a ‘“‘pH”’ of 8.3 during the 
biennium, while Belmont and Queen 
Lane water hovered midway between 7 
and 8.* 

To improve the unloading, storage, 
feeding, and slaking of lime, the 
Torresdale Plant planned to replace its 
lime equipment. Two contracts, 
totaling $138,750, were awarded in 
June, 1973, for new lime handling 
equipment in fiscal 1974. The new 
equipment will eliminate lime dust, 
prevent grit settlement, and increase 
storage capacity. 

The use of other chemicals in 
treatment fluctuated during the 
biennium. Because of the condition of 
the Schuylkill River, large amounts of 
carbon were used at the Queen Lane 
and Belmont Plants to control tastes 


and odors. River conditions also 
increased the use of other chemicals at 
Queen Lane. 

The chemical cost for treating a 
million gallons of water changed little 
at the Torresdale Plant from previous 
years, but was somewhat lower at 
Belmont. At the Queen Lane Plant, 
there was a marked jump in fiscal 1973 
over fiscal 1972 (see table on page 17). 
All plants made an effort to hold down 
costs. 

To ensure good water, plant 
employees endeavored to get the most 
from plant equipment. Because some 
plant equipment was growing older, 
maintenance problems were 
increasing. Maintenance forces, 
however, kept equipment functioning 
and made numerous modifications in 
it. Four sedimentation basins were 
gunited and repaired under a $133,000 
contract at the Queen Lane Plant. 

Water Surveillance: Sanitary 
engineers and chemists kept a 
constant eye on water going through 
the system. They collected water 
samples daily from the plants, mains, 
reservoirs, and rivers throughout the 
city. On these samples the laboratories 
performed 750,000 wet chemical tests 
and the equivalent of hundreds of 
thousands more with electronic 
instruments. 

To learn more about tastes and 
odors, the laboratories did a 
comprehensive study of ‘‘organics” 
(dead bacteria, etc.) in the finished 
water. They were seeking better 
methods for determining the presence 
of organics and extracting them. 

The laboratories also studied 
electronic instrumentation for 
checking water quality, zeta-floc as a 
coagulant in treatment, and calcite 
coatings for water mains. 


 ————————————— 


* “DH”, accompanied by a number, is a form of chemistry shorthand to express the relative proportions 


of acidity and alkalinity in water. 


For Improved Distribution: Huge valves were 


replaced in several big supply mains to improve 


contro! of water flow. 


In January, 1973, the Water 
Department and Drexel University 
started a cooperative study of tastes 
and odors. The $62,500 study, which 
will last a year, will learn (among other 
things) how automated instruments 
can be used to determine “profiles” for 
tastes and odors and the substances 
that cause them. These profiles would 
then enable similar instruments, or a 
computer, to predict, detect, measure 
and deal with tastes and odors in water 
flowing through the plants. 

Customer complaints about water 
quality were relatively few during the 
biennium. The flushing of mains 
cleared up some water discoloration. 
Tastes and odors were often traceable 
to home plumbing, and not to the 
public water system. 


WATER SYSTEM 
MAINTENANCE 


Distribution: Problems were almost 
a way Of life for the distribution crews. 
To keep the water flowing to homes 
and industries, they grappled with 
broken water mains, frozen service 
pipes, open fire hydrants, and icy 
storms. 

Of all their problems, however, open 
fire hydrants were the most persistent. 
On hot summer days, hundreds of 
illegally open hydrants caused water 
pressures to plummet. 


Towards Automation: Plant laboratories experimented with new types of automated testing 
devices, in order to reduce time-consuming wet chemical tests. The new devices were 


proving fast and efficient. 


To preserve the pressures, the crews 
continued to experiment with special 
locking devices. In the summers of 
1972 and 1973, more than 2,000 
security bonnets and locking nuts were 
placed on the most abused hydrants. 
Though not completely tamper-proof, 
the locks stood up well against most 
vandalism. 

Anxious to solve this problem, the 
department developed a third locking 
device—a special cap, which, by 
means of aspring mechanism, will lock 
into the fire hydrant nozzle. This device 
is being further modified. 

As a further measure to cut water 
waste, the department supplied free 
plastic sprinkler caps to the public. 
These caps, which reduce hydrant flow 
from 2,000 gallons to 36 gallons a 
minute, were issued to responsible 
adults at police stations. 

To keep the fire hydrants 
functioning, the crews inspected them 
more frequently than in previous years. 
They also repainted the green high 
pressure hydrants red, to facilitate 
identification. 

Disappearing cast iron caps were 


Research: Better methods for 
studying water quality were of 
constant interest to plant 
laboratories. The gas 
chromatograph (photo) is eed 
used to determine “profiles” o 
dead bacteria and other organicsin 
finished water. 


~ 


Central Control: Automatic and 


F semi-automatic equipment requlates the 
costing the department $20,000 a year. treatment of water in all the city’s plants. 


Because of this, it began replacing the This panel controls filter beds at the 
smaller cap on two-nozzle hydrants Belmont Plant. 
with an unremovable cap. 
Among the thousands of jobs 
performed by the crews were the 


following: 1971-72 1972-73 
Walaa Me MSAROD AINCG ces ceccvse svescavccsctves:ocotesssazereescovseseanars 672 753 
Ferrules: 

NETS RAILS Gl beers pyrene cases sauna Sater eee s coerce «5s cde ree emcee rene 3,647 4,189 

DLFANNIT OO ecTIUI EA ON ees cava tanaeweescacsavnsasesaes dopeseaeearesseseareeeee 2,759 3,095 
Pipeline Valves: 

IMISPOCIO Sis secercccccsce tec cs-ccr arc acesesccevacancveascconndans ener eRe 24,625 27,397 

Repaired 4,032 4,027 

Installed 544 437 
Fire Hydrants: 

BTIS OC LO Cl rscres Netcare ce eee Sect ra teas seca carsansssive eae 55,751 67,464 

Repaired .... 11,618 11,658 

PREFIGINGC tcc accdecsecrocstensestne suaatenceiccascmeusi- oer ean eoe 421 264 

INStAN SCIRUS EAT tan Cheese ce ne ees oes oscas sscancnnsnrereeeeee eee 9 21 

AUR CU ee cseeevecssraecacauscuvas ce. sagsioxeasace 17,324 11,370 
Valve Chambers Built or Rebuilt 8 23 
Fire and Supply Connections Made 154 156 
MOMMtIBESAKSHREW AIO tas csc cxcoces coy sxe ade ces ~<-<0-.ccecrseaneoesntweriiees 174 168 
GOMPIAIMIS INVEST GAC eet eceees cre sectaceicossvaceeeccsastseassecvocsses 15,876 17,740 
Water Services: 

Shut off for Delinquency 5,914 4,522 


FRESTONOGI ee eect year sey 1,366 They 
PROMS PEGS meres tenes nec cereet tee tae erate doc cnc cadre nuncessenesctsavens 10,055 6,069 
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the water system (continued) 


Building Maintenance: A changing 
social climate was posing new 
problems for building maintenance 
crews. Vandals struck outlying 
facilities again and again. As a result, 
the crews spent many hours and much 
material on repairs to fences, doors, 
windows, roofs, and gutters. 


Pure Water: Philadelphia's drinking water 
was one of the purest treated waters in 
America. To preserve its purity, two or three 
laboratory tests were made on it every 
minute. 


Maintenance: Thousands of vital jobs were 
performed by Building Maintenance men, 
ranging from ventilation to piping work. 


To check the depredations, four 
additional security guards were hired, 
bringing the total force to 17. Spot 
checks, patrols, and investigations 
were increased, and coverage by 
security men was extended beyond the 
water system to the wastewater 
system. 

To tighten security, perimeter 
fencing was erected around additional 
portions of the Queen Lane and 
Torresdale Plants. 

Among more than 4,000 jobs 
performed by building crews were: 
Repairs to a reservoir roof at the 
Torresdale Plant; installation of 
Kathabar equipment, a console 
enclosure, and partitions at the Queen 
Lane Plant; repainting of pumps, 
tanks, and buildings; and placement of 
piping in treatment plants. 

Machine Shop: The Machine Shop 
turned out metal pieces for pumps, 
trucks, meters, fire hydrants, testing 
devices, and other equipment, and its 
personnel frequently installed these. In 
addition, the shop modified numerous 
trucks, vactors, and jets used in the 
cleaning of sewers and sewer inlets. 
Many old pieces of metal were 
salvaged at a saving of $60,000. 

Logan Garage: Performing over 
70,000 jobs during the biennium, the 
Logan Garage kept the department’s 
vehicles rolling. The garage processed 
35,000 work orders for trucks, 
passenger cars, and off-the-road 
equipment. In late 1972, it opened a 
small branch garage at the Northeast 
Water Pollution Control Plant (see 
page 32). 


A HALF-MILLION METERS 

To make sure that Philadelphians 
paid only for the water they used, the 
Meter Shop maintained a feverish 


pace. It handled over 48,000 water 
meters yearly, resetting, 
reconditioning, and replacing them. 

These represented about 9% of the 
523,000 meters in the system. 

The shop continued the systematic 
and periodic rotation of meters, 
whether or not they needed repair. 
Over 24,000 meters were removed 
annually under this program, 
overhauled in the shop, and then 
replaced. 

As a result of this and past rotation, 
most of the city’s meters were in good 
working order. The number of 
non-registering or otherwise 
malfunctioning meters barely 
exceeded 9,000 each year. Cold 
weather, however, froze many meters 
in unheated cellars and the shop forces 
had to repair or replace 3,800 of these 
each winter. 

During the biennium, shop 
personnel repaired 13,700 meters in 
the field, including 364 industrial 
‘giants’. More than 3,500 meters were 
installed in new houses or other 
unmetered properties. 

Because of a work incentive 
program and improved organization, 
the Meter Shop has reduced its 
personnel by half in the past dozen 
years. @ 


—— 


Plastic Service Pipe: Polyethylene pipe was laid 
in several blocks to bring water from mains to 
homes. Free of corrosion and freezing, such pipe 
may replace metal in many future home 
“services”. 


WATER TREATMENT PLANTS: OPERATING DATA 


1. Raw Water Pumped to Plants (in millions of gallons daily) 


1970-71 1971-72 1972-73 
FFORRESD AGE, vecacteccscercxctencsucsersssecssece oss 218.1 208.7 220.7 
CHU EE NCIS tis secu ats encuctaceesstobrnisesuratnasees 97.3 106.0 105.3° 
BRE IMIOIN ieee secs. cons xen etached cccnaastacoscsatianae? 72.8 64.9 67.0 

388.2 379.6 393.0 


2. Filtered Water Output (in millions of gallons daily) 


1970-71 1971-72 1972-73 
Mrs Esbeca DA let Grccccsgeveccstuxetsceyazsreessveceyacence 213.9 203.2 216.0 
GUE NG IBAUIN Eis stun ctiassscacs oteazasssnrsens sasoakanbs 94.6 104.3 102.5 
BSE LEMO INT ioc cocs Sosacascasnecencseccesatedecedssutenceses 65.9 61.8 65.5 

374.4 369.3 384.0 


Note: Water distributed to consumers averaged 359.9 M.G.D. in fiscal 1971-72 and 372.8 M.G.D. in 
fiscal 1972-73. Differences between these figures and plant output are represented by wash 
water use, etc. in the plants. Similarly, evaporation from basins largely accounts for differ- 
ences between plant output and raw water pumped to plants. 


3. Chemical Costs for Treatment (per million gallons) 


1970-71 1971-72 1972-73 
TOFS DASE oii cae cter stots devs tcsyosssessces ats $ 9.20 $ 9.53 $ 9.68 
QUEEN ANE co. .ccrstecclastesencancasteresetersasensss 14.15 14.08 15.36 
BEUIMONM pe totes eases ste ctoe oes coegactees 11.96 10.88 10.72 


Note: The total cost of chemicals used in water treatment plants and reservoirs was $1,575,000 in 
fiscal 1971-72 and $1,639,000 in fiscal 1972-73. 


4. Electric Power Consumption for Treatment (in millions of kilowatt hours) 


1970-71 1971-72 1972-73 
MORRES DALE ir scuscatcouscitetevestvssniseai sense 6.35 4.78 5.89 
CUTER NGEANE 0, ccr.tonc: sanataresstensotectctnahtasaane aah 2.51 2.67 
BEEMONT oso eee ee 1.91 2.88 2.98 


5. Electric Power Costs for Treatment (per million gallons) 


1970-71 1971-72 1972-73 
MORRESDALE io ccntescastctssecscsevasacsssesaesees $0.92 $0.95 $1.04 
QUEEN: EANE 22 Actcon sec atnceusteenteraarasacs 0.82 0.89 0.99 


BELMONT ees icrcgs terncicssesstasecsosecenesaces 0.88 1.69 1.74 
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the rivers 


MONITORING OUR 
STREAMS FROM SPACE 


An historical ‘‘first’’ came to the 
Delaware River Basin in the spring of 
1973. For the first time in history, a 
satellite orbiting the earth was 
monitoring the basin streams. 

Philadelphia, indeed, was one of the 
first cities in the country to be linked to 
the communications satellite, because 
the city had been monitoring its rivers 
for 13 years. It had a network of 
electronic analysis stations already in 
place. 

Launched by the U.S. Geological 
Survey, the satellite passed over the 
Delaware River Basin twice a day. As it 
passed, local sending platforms 
encoded data from the city’s 
monitoring stations and transmitted 
this data in bursts to the satellite. The 
satellite retransmitted the data to two 
ground centers, where it was decoded 
by computer and then transmitted by 
land wire to teletype receivers in 
U.S.G.S. and Water Department 
offices. 

Seventeen automatic stations, 
scattered from the Lehigh River to the 
Delaware Bay, will be eventually linked 
to the satellite. These include eight that 
are operated jointly by the U.S.G.S. and 
the Water Department.* 

The link to space will offer several 
advantages. Collecting data twice a 
day, the satellite will give the city earlier 
warning of upstream pollution or 
flooding. City personnel too will make 
fewer data collection visits to 
monitoring stations, and, ultimately, 
stream data could be transmitted 
rapidly (via satellite) to the computers 
which will operate the city’s water 
treatment plants. 


* The Delaware Basin program is part of a larger environmental pro- 
gram begun by the U.S. Geological Survey. The U.S.G.S. hopes to 
monitor river basins, offshore ocean waters, and volcanoes from the 
United States to Central America. It will install up to 300 ground “sending 


The Monitoring Program: Linkage to 
the satellite was another step in the 
city’s ambitious stream surveillance. 
Since the early 1960's, its electronic 
stations have monitored the Delaware 
and Schuylkill Rivers 24 hours daily, 
providing a continuous record of 
dissolved oxygen, chlorides, 
temperature, turbidity, ‘‘pH’’, flow 
rates, water height, and other 
conditions. In 1971-73, the stations and 
a cabin cruiser collected data on 30 
stream “‘parameters’’, or conditions. 

The cabin cruiser, equipped with 
laboratory, made weekly runs on the 
Delaware River, collecting water 
samples for 56 miles. It also made 
monthly runs across the river for 
U.S.G.S. 

A new ‘‘auto-analyzer’’ made 
possible the continuous and rapid 
analysis of water pumped to the 
on-board laboratory. Testing the water 
for a variety of chemical constituents, * 
the electronic analyzer produced a 
constant chart record. A digital printer 
converted the readings into a form 
suitable for use on a minicomputer. 

Sampling was also done monthly on 
the Schuylkill River, and the sampling 
was extended by car or canoe as far 
northwest as Reading. Analyses were 
often performed on the spot with 
portable electronic equipment. 

Philadelphia, in fact, was obtaining a 
growing knowledge of its rivers. By 
mid-1973, the Water Department had 
piled up a mountain of data, based on 
more than 20 years of stream study. 

To gain a long range picture of river 
patterns, the department prepared this 
data for computer analysis. A large 
filing system was developed to store 
the data, and computer systems were 
written around the files. The programs 
will load, check, and selectively 


platforms’, equipped with disk antennae, for this purpose, and launcha 


second satellite. 


retrieve data. 

The department continued to share 
its stream data with other 
governmental agencies. In 1972, it 
began to distribute a weekly sheet to 
agencies in Harrisburg, Trenton, 
Dover, Philadelphia, and Washington. 


TRACING SOME SOURCES 
OF STREAM POLLUTION 


Federal and state agencies are 
moving to regulate storm water 
overflow to streams. 

Because of this, the city’s sanitary 
engineers took a fresh look at the 
sources of overflow. These included (1) 
storm water discharges from sewers, 
and (2) the runoff from newly 
urbanized areas. 

Storm Overflows from Sewers: 
Although storm overflow from the 
city’s sewers accounts for only asmall 
percentage of stream pollution, the 
Water Department began two studies 
to learn more about it. These studies 
were focused on two different types of 
sewers that carry Philadelphia's storm 
flows. 

One of these was the combined 
sewer, which carries both sanitary 
sewage and storm water in the same 


river water to a space satellite. Stream 
monitoring unit at left. 
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* Initially, the auto-analyzer is testing for nitrates, nitrites, ammonia, total 
phosphates, orthophosphates, and chlorides. Additional cells (or ‘‘mod- 
ules’) can be added, however, to test for other parameters. Cost of 
auto-analyzer and printer: $27,000. 


the rivers (continued) 


pipe, and the other the storm sewer, 
which bears only storm runoff. During 
rains, the storm sewer discharges its 
entire flow to rivers and creeks, but the 
combined sewer only a small 
percentage of what it carries. 

1. To determine how much pollution 
they contribute to streams, a private 
consultant (Watermation, Inc.) studied 
six combined sewers from May to July, 
1972. 

Electronic instruments were 
installed to measure sizes and 
velocities of flows, collect wastewater 
samples, and transmit data to a 
minicomputer at the Northeast Water 
Pollution Control Plant. Samples were 
tested by the plant laboratory, and flow 
data was correlated with rainfall. 

This study resulted in a number of 
reports that may lead to a future plan to 
reduce combined sewer overflow. Cost 
of the study: $50,000. 


2. The amountof stream pollution by 
storm sewers was the subject of the 
second study. The $34,000 cost of this 
three-year study was being financed 
equally by the Water Department and 
the U.S. Geological Survey. 

In fiscal 1973, U.S.G.S. developed a 
number of automatic instruments, 
which will measure storm water 
overflow, time-correlate flow with 
precipitation, and collect 
flow-proportional samples. 

This equipment had been fully 
installed in a chamber at Tustin and 
Bustleton Avenues by September, 
1973, and two years of field study 
began. Data from the instruments will 
be relayed to the teletype receiver in 
the department’s downtown offices. 

Suburban Runoff to Creeks: To 
learn more about the polluting effect of 
suburban development, department 
engineers studied water quality in six 
local creeks.* 

Inflow and outflow gauges provided 
data on the size of flows, and the 
engineers collected water samples 
monthly. 

At the same time, mathematical 
models were being developed for all 
the creek basins, and these models will 
eventually relate varying degrees of 
urbanization to precipitation and 
runoff. 

During the biennium, special 
sanitary surveys were made ona 
half-dozen creeks near or across from 
the Torresdale Plant intake, and six 
similar surveys of creeks between 
Trenton and Easton were carried out. 

Microstraining: To find new ways of 
removing wastes from storm flows, a 


1969 study was resumed with federal 
aid. Storm water was passed througha 
revolving microstrainer and then was 
treated with ozone, chlorine, or 
polyelectrolytes. Microstrainers, if 
successful, might be adapted to large 
storm water overflow systems in the 
future. 


TWO YEARS OF 
LARGE RIVER FLOWS 

The rains fell heavily during the 
biennium, bringing larger and cleaner 
stream flows. 

The flows washed away the wastes 
that came downstream, and held the 
salt line miles away from the city. 
Freshening the rivers, they raised the 
dissolved oxygen to an average of 
eight or nine parts per million at the 
city’s water intakes. Other stream 
conditions also improved. 

The large river volume lowered the 
hardness of the Schuylkill River in 
fiscal 1972, and helped to maintain the 
normal softness of the Delaware. In the 
following year, however,temporary low 
flows (from August to November) 
raised the hardness of the Schuylkill. 
Measured in grains per gallon, the 
average annual hardness of the two 
streams was as follows: 


1970-71 1972-73 1972-73 


Delaware River 3.9 3.6 Sar 
Schuylkill River 8.5 7.6 8.4 


* Poquessing, Pennypack, Tacony-Frankford, Wissahickon, and Cobbs Creeks, and Wooden Bridge Run. 


Monthly hardness averages 
fluctuated during the biennium from 
2.7 to 4.4 grains per gallon in the 
Delaware, and from 6 to 13 grains in the 
Schuylkill. 

On the Delaware, where the estuary 
is exposed to the tides, chloride 
averaged only 10 to 15 parts per million 
at the city’s intake. Turbidity remained 
low on both rivers. 

Despite the improving rivers, the 
excessive rainfall brought its 
problems. Hurricane Doria dumped 
eight inches of rain on the city in 
August, 1971, and Hurricane Agnes 
four inches in June, 1972. Total 
precipitation for fiscal 1972 was 54.8 
inches and for fiscal 1973 it was 54.6 
inches.* These annual downfalls were 
more than 12 inches above the 
long-term averages. 

Though the heavy rains had little 
effect on the water treatment plants, 


> at 


* Based on records at Philadelphia International Airport. Long-term aver- 
ages: 40.91 inches for the period 1872-1966; 42.48 inches for 1931-60; and 
39 inches for 1958-67. 


the rivers (continued) 


they flooded river drives and washed 
out old sewers. Hurricane Agnes raised 
the Schuylkill River at Fairmount Dam 
to 14.67 feet—the second highest level 
in 102 years. The peak flow at 95,560 
cubic feet per second, was more than 
30 times normal. 

Upstream, the rising Schuylkill 
swept eight million gallons of waste oil 
into its waters, staining river banks and 
trees for years to come. Fortunately, at 
Philadelphia the Wissahickon Creek 
helped to push some of the oil slick into 
mid-river, and the effect on water 
drawn through the city’s intakes 
appeared negligible. 

Other wastes were spilled into the 
rivers from private sources during the 
biennium, but these too had minor 
effect on water treatment. 

Because of the increased rainfall, the 
river volumes were well above the 
long-term averages. Flows* for the 
water years, as measured at Trenton 
and Fairmount Dam, were as follows: 


Water Year Water Year 

Oct., 1971- Oct., 1972- 1931-60 

Sept., 1972 Sept., 1973 Average 
Delaware River .................. 15,380 C.F.S. 17,190 C.F.S. 12,200 C.F.S. 
CMV AN FRIVGT con cc2ec-scstenes 4,070 C.F.S. 4,569 C.F.S. 2,975 C.F.S. 


C.F.S. - cubic feet per second 


None of the rainfall escaped 
recording and analysis by the Water 
Department. With 23 rain gauges 
scattered through the city and four in 
the suburbs, the department obtained 
hourly data on rainfall patterns. 
Supplemented by flow gauges on local 
streams, this network provided 
information for future control of 


flooding and pollution. 

Fairmount Dam received its first full 
inspection since it was rebuilt in 1923. 
A private engineering firm made test 
borings along the crest and sent adiver 
below in the autumn of 1972, at the 
request of the department. The dam 
was found to be in good condition.™ . 


—_ —— 5555 


* All flow figures for the Delaware River at Trenton are unadjusted for upstream diversions. Flow figures for the Schuylkill River at Fairmount Dam have been 
adjusted to reflect withdrawals of water by Philadelphia. 


SOURCES OF PHILADELPHIA WATER 


QUEEN LANE 


TORRESDALE 
~ 

BELMONT 
TREATMENT 
PLANT 

KEY 

Area supplied from Delaware 

River 


Area supplied from Schuylkill 
River 

Area usually supplied from both 
rivers 


Note: The water distribution boundaries are approximate only. Waters from 
the two rivers move across boundaries according to need. Schuylkill water is 
supplied by the Belmont Plant to areas west of that river, and by the Queen 
Lane Plant to areas east. Delaware water is supplied by the Torresdale Plant. 
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PUBLIC WATER SYSTEMS BEGAN IN ANCIENT TIMES WITH 
RESERVOIRS AND AQUEDUCTS 


Pipelines of baked clay brought 
water into ancient Ephesus. 


From Segovia, Spain (above) to the cities of the 
East, great aqueducts supported Greco-Roman 
civilization. Carrying water by gravity, or occa- 
sionally by siphon, they filled fountains and 
cisterns in cities and towns. Fine techniques of 
piping and storage had been developing in the 
Mediterranean world since 3,000 B.C. 


This columned reservoir, built by Emperor 
Justinian, was one of many in Constanti- 
nople. 


a 


ae aga a spy ius 
King Herod built this aqueduct to 
supply Caesarea. 
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STEAM POWER AIDED THE REBIRTH OF PUBLIC WATER SYSTEMS 
IN THE 19th CENTURY, AND PHILADELPHIA LED THE WAY 


Water turbine pumps at Fair- 
mount were impressive in 1876. 


Dae pari q = 


Spring Garden Station (1844) sup- 
plied a district outside the city. 


Steam pumps at Lardner's Point 
Station (1908) were three stories 
high. 


Philadelphia's Centre Square Works (at center 
above) represented the first large-scale application 
-- of steam to.water pumping in America in 1801. 
| ‘ Philadelphia went on from this to revolutionary 
water turbine pumping at its Fairmount Works in 
mid-century. Electric pumps are now used at all 
stations. 


Steam pumping stations grew bigger. Belmont 
(1872). 


IN THE 20th CENTURY, PHILADELPHIA HAS LED IN WATER 
PURIFICATION 


Philadelphia was one of the first 
cities in America to filter its 
water. Between 1901 and 1909, 
it built five filtration plants of 
the slow-sand type—the largest 
in the world. It replaced these in 
the 1950’s and 1960's with three 
modern rapid-sand plants, 
equipped with semi-automatic 
controls. It has treated its water 
chemically since 1913. 


Automated controls are omnipresent in city water 
plants. 


Covered filter beds extended over 60 acres at original 
1905 Torresdale Plant. 


Sand filters of old Torresdale 
Plant were underground, but pre- 
sent filters are in a modern gallery 
(shown at left). 


UaeRiabeeeipettecneue eters 


When completed in 1959, Torresdale was the biggest 
push-button water plant in America. 


Filter beds 
are 
washed 
semi-auto- 
matically 
at the 
modern 
Torresdale 
Plant. 
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the wastewater system 


A $300 MILLION PLAN 
FOR CLEANER STREAMS 


Despite the uncertainties of federal 
aid, the Water Department had 
ambitious plans for the local streams. 

Desirous of reducing stream 
pollution, the department vigorously 
pushed the planning for a $300 million 
expansion of its water pollution control 
plants. As the biennium passed, salient 
features of the new plants emerged on 
the drawingboards, important 
planning deadlines were met, new 
treatment methods were studied, and 
the department agreed to cut a year off 
completion dates for the plants. 

The New Plants: Within a tight time 
table set by regulatory agencies,* 
Philadelphia was planning to build the 
most technically advanced plants that 
the existing state of the engineering art 
would permit. 

When completed, the new facilities 
will greatly improve the treatment of 
the city’s wastewater. They will remove 
up to 92% of pollution, as measured by 
biochemical oxygen demand 
(B.O.D.).** This compares with a 56% to 
58% three-plant average in 1971-73. 

The expansion will— 

e Upgrade the Southeast and 
Southwest Plants from “‘primary” to 
“secondary” treatment, and the 
Northeast Plant from an 
“intermediate” to a full secondary 
status, 

e Incorporate into the plants more 
treatment stages, more retention time 
for wastes, more chemical treatment, 


and full computer control of all 
processes (automation), 

e Reduce the pollution carried by 
plant effluents into the rivers to 131,500 
pounds of carbonaceous oxgyen 
demand daily—a reduction of 
one-third in the present load. 

To meet rising wastewater flows, the 
expansion will increase plant 
capacities. New aeration, settling and 
chlorination tanks will raise capacity 
from 175 million gallons a day to 250 
million at the Northeast Plant, and from 
136 million to 210 million at Southwest. 
There will be a minor increase at 
Southeast from 136 to 140 M.G.D. 

Measured in millions of gallons, the 
total retention capacities of the new 
tanks will be: 


Tanks 


RENIMANY: SOTEHING a.cc.ccsh vas teaeccscaecscaveses- 
Aeration (Oxygen Reactors)..............- 
Pinal SOttli GO jacceczos sacet.getecacscecicerascsseses 
CGI GTINATIONN core seccts ons ecnes east ces sense teeves< 


Thanks to increased treatment 
capacity, the city will accept larger 
flows from suburban communities. 
The Southwest Plant, for example, will 
receive up to 50 million gallons of 
wastewater daily from fresh areas of 
Delaware County. The treatment of 
more suburban flow—under contracts 
that fully compensate the city—will 
ensure greater protection of Delaware 
Basin streams. 


PLANT EXPANSION: 

A TIME TABLE IN JEOPARDY 
Although the Water Department was 

meeting every deadline set by 


An Experiment: City wastewater may be 
treated in the future with bio-surf discs, 
which rotate through the flow. City pilot 
tests show that the discs remove most 
pollutants. 


Northeast Southwest Southeast 
Plant Plant Plant 
9.3 2.8 
14.1 17.3 12.0 
21.3 37.0 19.5 
6.1 44% eH 


regulatory agencies, it agreed in June, 
1972, to speed up the expansion of its 
plants. A new schedule, proposed by 
the Environmental Protection Agency, 
was jointly approved by E.P.A., the 
Delaware River Basin Commission, 
and the Pennsylvania Department of 
Environmental Resources. 


* The Delaware River Basin Commission, Federal Environmental Protec- 
tion Agency, and Pennsylvania Department of Environmental Re- 


sources. 


** Pollution is measured by the quantity of oxygen used by certain bacteria 
to convert wastes into stable or harmless materials. 


*** Chlorine will be applied to effluent in effluent conduits. 


Under this schedule, the new 
facilities must be operable at the 
Southwest Plant by December 31, 
1975, and at the Southeast Plant one 
year later. This would be a year earlier 
than originally planned for each plant. 

New facilities would be completed at 
the Northeast Plant on December 31, 
1975 as previously planned, but 
modification of that plant’s existing 
facilities would be stretched out to 
December 31, 1977. 

Despite E.P.A. interest in a faster 
time table, there was—and is—serious 
doubt about this schedule. Delays in 
federal financing, together with new 
state and federal requirements, may 
slow down plant completion until 
nearly 1980. 

Delays in Federal Aid: Inthe autumn 
of 1972, the Congress liberalized 
federal aid, making it possible for 
communities to obtain 75% funding for 
the eligible costs of new sewage 
plants. The President, however, 
directed that funds be allocated at a 
slower pace than Congress intended, 
and the Congress delayed 
appropriations. 


from more outlying 


Because of the resulting uncertainty, 
the Pennsylvania Department of 
Environmental Resources (which will 
administer federal funds) asked 
Philadelphia to submit amended 
applications. The Water Department 
requested full 75% funding, but D.E.R. 
could promise such funding initially 
only for the Northeast Plant and for 
part of the Southwest Plant. 

This delay threatens the new time 
table. The agreement between the city 
and the regulatory agencies makes the 
table ‘expressly contingent” upon 
maximum federal aid (see adjoining 
box). 

New Federal Requirements: Other 
federal requirements may also delay 
plant expansion. In 1973, E.P.A. 
advanced new regulations that 
would— 

e Require municipalities to eliminate 
the excessive inflow of storm water 
into sanitary sewers, and the excessive 
infiltration of ground water into both 
sanitary and combined sewers, 

e Force some industries (but not 
others) to pay a proportionate share of 
the cost of building new municipal 
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A Regional Plant: Expansion of 
the Southwest Water Pollution 

Control Plant in the mid-1970's 
will enable it to treat wastewater 


communities. See map below. 


COST OF EXPANDING 
WASTEWATER PLANTS 

During the mid-1970’s, 
Philadelphia will expand its three 
water pollution control plants. As 
of January 1, 1974, the combined 
construction cost for such 
expansion was estimated at 
$300,300,000. 

Project costs eligible for 
federal aid would include 
$113,314,000 for the Southwest 
Plant, $81,799,000 for the 
Southeast Plant, and 
$105,217,000 for the Northeast 
Plant. 

At 75% federal funding (the 
maximum allowed by law), 
Philadelphia would be entitled to 
$225,247,000. 


sewage plants, 

e Compel many municipalities to 
impose a system of sewer charges on 
industry, or, possibly in the case of 
Philadelphia, revise existing charges. 

The new regulations would require 
complex and costly administrative and 
physical arrangements by 
municipalities, as a condition of 
federal grants. The Water Department 
began a study of their impact on its 
future operations. 

The Knotty Problem of Sludge 
Disposal: Difficult federal and state 
restrictions on disposal of the city’s 
digested sewage sludge could further 
postpone plant construction. 


WESTERN 
SUBURBAN 
DISTRICTS 
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SOUTHWEST 
PLANT IN 

THE 1980’s 


the wastewater system (continued) 


1. In mid-1973, E.P.A. announced 
new and overly restrictive criteria to 
limit the mercury and cadmium 
content of municipal wastes dumped 
at sea. The new criteria, if applied to 
Philadelphia’s household wastes 
(which contribute most of the city’s 
mercury and cadmium), may have the 
effect of banning ocean disposal. 
Philadelphia would be forced to seek 
costly alternative disposal methods 
that would require much time to 
develop. 

2. The clearing of two lagoons, 
needed for plant expansion, was being 
delayed at the Northeast Plant because 
of environmental objections. The State 
D.E.R. rejected land disposal outside 
the city and requested on-site disposal 
at the plant, using some new method. 
Study of new methods will require 
many months. 


THE WASTEWATER PLANTS: 
RISING FLOWS 


There was urgent need for plant 


Sewer Replacement: Many miles of old 
brick sewers were replaced with new 
concrete lines. Two of the most unusual 
were century-old storm water sewers with 
wooden bottoms, emptying into the 
Delaware River at Market St. 


expansion. The flow of wastewater to 
the plants had been climbing steadily. 
In fiscal 1973, it averaged 448.7 million 
gallons daily—the greatest flow in the 
city’s history. 

At the Northeast Plant, the flow 
exceeded the design capacity by 15 
million gallons daily. At Southwest, it 
was almost equal to design, and the 
margin was uncomfortably small at 
Southwest. 

Along with rising plant flows, studies 
indicated that population and industry 
will continue to grow in the Delaware 
River Basin, producing increasing 
wastes. To handle such wastes, 
Philadelphia will need more treatment 
capacity. 

The city, however, was more than 
meeting current requirements for 
protection of the rivers. In 1971-73, its 
plants discharged effluents that 
carried an average of 268,000 pounds 
of biochemical oxygen demand 
(B.O.D.) daily. This was 64,000 pounds 
below the maximum permitted by the 
State Government for the existing 
plants. 

Though designed to remove only 
35% of B.O.D., the two primary 
treatment plants were removing from 
44% to 55%. Industrial wastes that were 
difficult to treat, however, held the 
Northeast Plant somewhat below its 
75% design level (see table on page 
35). During the biennium, the plants 
kept 206,000 tons of suspended solids 
out of the rivers. 

As a result of improved controls, the 
cost of treating a million gallons of 
wastewater fell from $42 in fiscal 1972 
to $33 in the following year. 


THE WASTEWATER PLANTS: 
CURRENT IMPROVEMENTS 


With major expansion still in the 
future, the Water Department turned to 
more immediate needs. During the 
biennium, it spent $3.6 million for 
several physical improvements at its 
plants. 

For Grease Burning: To cure a 
number of stubborn problems, the 
department planned to burn grease, 
oil, and other skimmings taken from 
wastewater. 

A small incinerator at the Northeast 
Plant was already burning the 
skimmings successfully. Encouraged 
by this experience, engineers designed 
larger incinerators for the Southeast 
and Southwest Plants. 

Construction of the new buildings 
moved rapidly ahead in the second 
year, and by June, 1973 the building at 
Southwest was almost finished. Each 
brick building will house two 
incinerators. 

Together the four incinerators will 
burn up to 6,000 pounds of grease and 
oil hourly. Conforming to the city’s air 
management code, they will emit no 
particulates to the atmosphere and will 
scrub gases fully. They will be fueled by 
both natural and sewage gas. 

Supporting incineration will be 
pumps, scrubbers, scum breakers, and 
electrical control panels. 

The burning of grease and oil will (1) 
help the plants reduce lagoon odors, 
(2) improve the performance of 
digester tanks, and, in the case of the 
Southwest incinerators, (3) provide 
extra heat for the heating of sewage 
sludge. 

The incinerator construction is 
being done under contracts totaling 
$1,847,750. 


Other Plant Improvements: A new 
centrifuge building was in operation 
at the Southwest Plant. Its five steel 
centrifuges were removing some of the 
water from digested sludge, thus 
increasing the solid content of sludge 
barged to sea. Noise, clogging, 
inconsistent flows, and other problems 
plagued the initial operations, but 
these problems were gradually solved. 

Other completed improvements 
included: 

Northeast Plant—installation of two 
pumps for return sludge ($28,000), 
seven electrical controls for the sludge 
heaters ($19,000), and four electrical 
sluice gate ‘operators’ ($17,000). 

Southwest Plant—installation of a 
wastewater pump ($37,000), and new 
roofing on digester tanks, valve 
houses, pump houses, and galleries 
($343,000). 

Southeast Plant—relocation of 
pump discharge and wet well metering 
equipment ($34,000). 

Treatment Studies: While making 
physical improvements, wastewater 
engineers studied better treatment 
methods. During the biennium, they 
made several pilot studies to provide 
“design criteria’ for the new plants 
and to solve some immediate 
problems. 


Notable was a study at the Southeast 
Plant in 1972. There miniature pilot 
units were set up in three trailers. 
Running wastewater through the units 
at the rate of thousands, of gallons 
daily, engineers compared the effjcacy 
of chemical precipitation, 
recarbonation, multi-media filtration, 
carbon adsorption, pure oxygen, and 
ordinary air, in depolluting wastewater. 

Pure oxygen was also tested at the 
other plants for stimulating the aerobic 
bacteria which decompose wastewater 
solids. Disinfection of plant effluents 
with ozone and chlorine was also tried. 

Another small-scale experiment was 
begun at the Northeast Plant in 1973. 
There rotating polyethylene discs were 
removing more than 90% of 
biochemical oxygen demand from 
sewage. The long roller-like discs, 
housed in atrailer, rotated through the 
flow, picking up a film on which 
aerobic bacteria grew. 

The department continued to 
experiment with electronic sensing 
instruments, particularly those that 
measure dissolved oxygen, carbon 
dioxide, and suspended solids in 
wastewater. These devices will 
become the ‘‘eyes and ears’’ of process 
control computers that will operate the 
new plants. 


the wastewater system (continued) 


A NEW SITE FOR 
OCEAN DISPOSAL OF 
SLUDGE 


Barges carried 208 million gallons of 
the city’s digested sewage sludge to 
the Atlantic Ocean. 

This sludge, which had been treated 
for a minimum of 25 days, was the 
innocuous final product of wastewater 
purification. It averaged 90% water, 5% 
earth and sand, and 5% organic matter 
which had been fully stabilized. Unlike 
some communities, Philadelphia was 
not dumping, and had never dumped, 
raw sewage into the ocean. 

Despite the safety of its sludge, the 
Water Department faced increasing 
pressures because of its barging 
program. 

At the request of the Environmental 
Protection Agency, the department 
moved its disposal site farther out to 
sea. In May, 1973, it abandoned a site 
11% nautical miles off Cape May, New 
Jersey, and sent its barges 50 miles 
southeast of Delaware Bay. For the 
new site E.P.A. issued a six-months’ 
permit, pending a federal study of 
oceanic disposal.* 

As the barges traveled farther out to 
sea, the city’s costs rose sharply. The 
annual barging bill jumped by 
50%—from a rate of $580,000 to 
$870,000. 

Meanwhile, E.P.A. asked the Water 
Department to investigate alternative 
methods of sludge disposal, and report 
by July 23, 1973. Though the 
department made haste to comply, the 
cost outlook was grim. Land disposal, 
it was estimated, would cost up to $9 
million a year. 


There was no apparent need for such 
huge outlays, for a study by Franklin 
Institute had already shown that ocean 
dumping of digested sludge was safe. 
To learn more about the effect of its 
sludge on the ocean, the’ Water 
Department had hired Franklin 
Institute Research Laboratories to 
make an ecological study of the Cape 
May site in 1971. Thomas Jefferson 
University and the Marine Sciences 
Consortium, representing four 
universities, cooperated in this $70,600 
undertaking. 

As part of the study, Franklin 
Institute sampled 13 ocean points 
monthly, at various depths, for a year, 
while Jefferson University made 
laboratory tests of the collected 
samples. 

In a final report submitted in 
February, 1972, the Franklin Institute 
noted that, despite 10 years of 
dumping by Philadelphia, the disposal 
site showed no evidence of 
contamination, fish and plant life were 
vigorous, and the oceanic water was so 
bacteria-free as to meet U.S. Public 
Health Service standards for drinking 
water. To all appearances, the chain of 
ocean life was recycling and thriving 
on the nutrients in the city’s digested 
sludge. 


IMPROVEMENT OF 
WASTEWATER COLLECTION 


As flows mounted to the treatment 
plants, the department made new 
efforts to improve its collector system. 
This system of sewers, pumping 
stations, and intercepting chambers, 
stretched into all parts of the 
community, picking up both sanitary 
wastes and storm water. 


* On October 23, 1973 this permit was extended for an additional four months. 


Wastewater Pumping Stations: To 
improve flows, several changes were 
under way at two wastewater pumping 
stations. 

At the Neill Drive Station, in 
Fairmount Park, a contractor began a 
small building to house new 
switchgear and metering equipment. 
The equipment will correct electrical 
problems, which periodically interrupt 
the functioning of the station. Cost: 
$106,750. 

The department was also upgrading 
a small underground station at Milnor 
Street southwest of Grant Avenue. The 
station will receive a third pump, and 
new electrical equipment. The $57,000 
improvement will make it possible for 
Northeast Plant operators to monitor 
the station by remote electrical signal. 


For Improved Maintenance: Anew garage 
was erected at the Northeast Plant to 
maintain veheicles used in the cleaning 
and repair of sewers and inlets. 


Sanitary and Storm Sewers: For 
better collection, Philadelphia built 23 
miles of sewers during the biennium. 
The new lines were intended to service 
new houses, eliminate insanitary 
conditions, reduce storm flooding, aid 
industry, or replace old sewers in the 
system. 

1. Some of the biggest storm sewers 
inthe city were completed in Eastwick, 
as part of the redevelopment of that 
area. These included 14,000 feet of 
multi-cell conduits in Bartram Avenue 
and Mario Lanza Boulevard. The 
individual cells, of reinforced concrete, 
measured up to7 ft. x 11% ft. insize. In 
all, contractors built 6.7 miles of new 
sewers in Eastwick, and did $9.4 
million of work there. 

Nearly 5.6 miles of sewers to serve 
new houses and industries were built 
in other parts of the city, particularly in 
the northeast. 

2. The replacement of old sewers 
was still a major need of the city, for 
nearly 40% of its sewers had been built 
before 1910. Dozens of breaks were 
occurring in these old sewers each 
year. 

This need was underlined in August 
and September, 1971, when heavy 
rains carried away a portion of the 
huge Mill Creek Sewer in West 
Philadelphia. Swallowing a tree and 
weakening two houses, the cavity 
extended for 70 feet. The old brick 
sewer had been built in the 1880's. 

By February, 1973, the Water 
Department had replaced 272 feet of 
the Mill Creek line, in 43rd Street 
between Sansom and Walnut Streets. 
A new, reinforced concrete box (17 ft. 
x 18 ft.) now carried the heavy storm 
flow. Its cost was $1,183,000. 

In the last decade, the department 
has replaced over two of the five miles 
in the Mill Creek Line. 

In the spring of 1973, another 
unusual replacement job began in 


Delaware Avenue at the foot of Market 
Street. There workmen removed two 
brick sewers with wooden bottoms, 
resting on 228 timber piles. The 
sewers, which carry storm water 
overflow to the Delaware River, were 
being replaced with twin lines of 
reinforced concrete, resting ona 
concrete cap that was fitted over the 
timber piles. Measuring 8 ft. x 8 ft. 
each, the new sewers will cost 
$375,000. 

In all, the department replaced 7.5 
miles of old sewers in all parts of the 
city, and it scheduled $4 million a year 
for such work during the next six years. 

3. Sewer service came to some 
Philadelphia homes for the. first time, 
as the department constructed 3.5 
miles of lines to relieve insanitary 
conditions. The longest line extended 
for 4,500 feet over Livezey, Fowler and 
Pawling Streets in the northeast. Onlya 
few hundred of Philadelphia’s homes 
are unconnected to municipal sewers. 

4. To collect sewage from Eastwick 
and the International Airport area, a 
3-ft. diameter intercepting sewer was 
being built in open cut along Tinicum 
Avenue and in tunnel under the Airport 
Circle. The 2,100-ft. long sewer will 
cost $762,000. 

Fluidic Regulators: For better 


Wastewater Tests: Plant 
laboratories kept careful 
control over wastewater 
treatment in 1971-73, making 
400,000 tests on waste 
samples. 


control of storm overflow to streams, 
the department was planning an 
unusual experiment. This involved the 
use of fluidic regulators in intercepting 
chambers. 

The chambers, which by-pass the 
flow of combined sewers, were posing 
a nagging problem: the fixed chamber 
settings were diverting unalterable 
flows to the rivers in time of storm. 

To correct this problem, the 
department planned to test a new 
principle. . . fluidics. Used to some 
extent in private industry, fluidics 
embodies the use of fluids at varying 
pressures to operate mechanical 
devices. A fluidic mechanism would 


Automated Tests: 
Increasingly, plant 
laboratories were 
using automated 
equipment to 
speed up testing. 
At left, 

wastewater is 
deionized and 
filtered. Above, it is 
analyzed for total 
organic carbon. 
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the wastewater system (continued) 


alter chamber settings automatically, 
according to need, and thus reduce the 
pollution of streams. 

To test this idea, fluidic regulators 
were installed in two chambers in 1973. 
Located in Cobbs Creek and Tacony 
Creek Parks, the regulators will be 
studied extensively in 1974. The 
Federal Government is paying for the 
$57,829 study. 

Other plans were also made to 
improve the functioning of the 
intercepting chambers. In 1974, 
experimental sensors will be installed 
in several chambers. The sensors will 
send back signals to a central location 
when chambers are inoperative or 
overflowing. 


SEWER SYSTEM 
MAINTENANCE 


To keep wastes flowing through city 
sewers, the Water Department has 
adopted new techniques in recent 
years. Television cameras peer into 
sewers; high-pressure water jets cut 
through blockages; special machines 
vacuum-clean inlets; a computer 
records inlet cleaning jobs. 

Thanks to these and other 
developments, maintenance crews 
were able to perform over 20,000 jobs 
in fiscal 1973—the highest level in a 
number of years. 

New Facilities: Fortunately, too, 
some new facilities were keeping 
crews and vehicles on the streets for 
longer periods. Thus— 

1. In January, 1973, a Sewer 
Maintenance Yard opened just south 
of Paschall Avenue between 49th and 
50th Streets. The $355,000 yard 
immédiately reduced the travel time of 


For Less Odor: This new building at the 
Southwest Water Pollution Control Plant 
will incinerate grease and oil skimmed from 
sewage, thus reducing plant odors. 


some work crews and made it possible 
to store materials and vehicles closer 
to West Philadelphia job sites. The yard 
includes a garage, lumber shed, 

parking area, and small office building. 

2. Finished in August, 1972, was a 
small maintenance garage at the 
Northeast Water Pollution Control 
Plant. The $256,000 garage, of 
pre-fabricated steel, services those 
inlet cleaning and sewer maintenance 
trucks which are normally stationed at 
the plant. 

Improved Maintenance: Because 
the city has hundreds of miles of old 
sewers, the maintenance crews 
trudged or peered through many amile 
of pipeline. During the biennium, they 
inspected, on foot or by television 
camera, 262 miles of sewers, and 
recommended that more than five 
miles be replaced. Despite this effort, 
crews had to repair sewer breaks at 119 
locations. 

To keep the lines open, the crews 
cleaned 161 miles of small pipe sewer 
by high-pressure water jet, and seven 
miles of large brick sewer by 
mechanical bucket. In addition, they 
rodded six miles of choked sewers and 
inlets. 

Jobs performed by the crews on the 
inspection, repair, cleaning or 
reconstruction of sewers, inlets, 
laterals, manholes, and drainage 
rights-of-way included the following: 


Jobs 1971-72 1972-73 
SOWOlS) jcccstesrcsamnstes Brain 7,000 
Inlets 

(repairs only)..... 415670) > 12:207, 
Manholes .............. 370 676 
Lateralsiieccceecescecs 99 31 
Drainage 

Rights-of-way.... 352 399 

17,608 20,313 


To cope with the increasing theft of 
cast iron inlet covers by the public, the 


department bought a new type of cover 
that could be locked into place. Nearly 
400 of these covers were installed in 
the spring of 1973. 

For easier maintenance and 
cleaning, work crews also began to use 
a new type of inlet frame, an open 
mouth grate. 

Sewer Inlet Cleaning: Gone was the 
backlog of thousands of uncleaned 
sewer inlets that had plagued the city in 
an earlier year. With more funds, 
personnel, and equipment, the 
department was able to clean most 
inlets as rapidly as they refilled. 

Cleaning 82,000 inlets yearly, the 
crews removed an average of 1.9 
million cubic feet of debris each year. 
They responded to nearly all of the 
53,000 complaints received from the 
public, while maintaining a regular 
cleaning schedule. 

The frequent breakdown of old 
vehicles, however, forced the crews to 
do more manual cleaning. Because of 
this, the department purchased a 
number of new mechanical cleaners, in 
1973. Three of these were of a new 
type, combining (1) the method of 
flushing by high-pressure water jet 
with (2) the method of vacuum suction, 
hitherto used separately. Most 
mechanical cleaning was still being 
done by trucks equipped with 
clamshell buckets. 

For the first time, records of inlet 
cleanings were prepared by computer. 
This valuable tool enabled the 
department to learn the condition of 
nearly every inlet in the city, as 
occasion required. 

The duty of cleaning and 
maintaining 537 inlets in Fairmount 
Park was transferred to the Water 
Department in 1972. An updated 


census showed 75,000 inlets 
throughout the city. 


To protect its sewers and plants from 
harmful wastes, the Water Department 
worked closely with local industry. Its 
inspectors visited and revisited 
hundreds of local firms. 

Encouraging industries to bottle up 
or neutralize their wastes, the 
inspectors offered technical advice as 
needed. Many industries were finding 
it increasingly profitable to recapture 
their wastes and convert them to other 
uses. 

A new surcharge, adopted in 1970, 
was stimulating some industries to 
install new equipment for waste 
recapture. The surcharge was levied 
on wastes that exceeded a certain 
strength. 

For this and other waste control 
programs, city engineers collected and 
analyzed numerous waste samples. To 
facilitate such collection, some 
industries began to install sampling 
chambers that would permit use by city 
personnel of automatic samplers. 

During the biennium, the 
department’s small Industrial Wastes 
Unit— 

e Visited 1,100 industries to 
determine either the effectiveness of, 
or the need for, new grease 
interceptors, hair traps, oil 
interceptors, neutralization pits, 
bucket drains, or other equipment to 
control industrial wastes, 

e Investigated 240 reports of 
industrial waste spills into sewers or 


streams, resulting in odors, damage or 
contamination, 

e Revisited 287 industries to make 
sure that past violations had been 
corrected or that control equipment 
was being used properly, 

e Interviewed 350 gasoline station 
managers on the disposal of waste oil, 

e Offered advice to 248 industries 
on how to treat wastes more 
effectively. 

This unit planned a number of 
industrial waste studies for fiscal 1974, 
covering heavy metals, cooling waters, 
and discharges from piers. New 
equipment will be purchased for more 
effective clean-up of oil spills into 
streams. 
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WATER DEPARTMENT MODERNIZATION 
JANUARY 1, 1946 to JUNE 30, 1979 


WATER SYSTEM 


tz:oad':Control;: Genter. ae eee 
Torresdale Plante .t. 3 crea aera ee 
Queen:Lane Plante eae es Aa oeekrteosass 


Belmont Piantanc.:acice: 


Water Pumping Stations ................ ee 


Water Mains—Built, Replaced, 


Cleaned & Lined............. 
Filtered Water Storage...... 
Universal Metering.............. 
MiscellaneouS.............:000+ 
High Pressure Fire System 


TOTALS 


WASTEWATER SYSTEM 
Northeast Water Pollution 
Control’ Plantacn38 ss 
Southeast Water Pollution 
ControltPlantscc..0n ts. 
Southwest Water Pollution 
Control Plant.:..c.sciscn 


Wastewater Pumping Stations.................. 


Interceptors: ee 
Sewers—Built & Replaced 


Water Pollution Abatement 
Program—Engineering & Related......... 
MISCENGNCOUS: Siac: cnt civsacveteenadneventeesed ince 


Storm & Flood Relief......... 
TOTALS 


Encumbered- 
Expended 
Jan. 1, 1946 to 
June 30, 1973 


$ 1,321,071 
27,077,561 
13,584,686 
13,117,730 
15,176,972 


100,947,550 
12,918,851 
4,788,064 
8,694,695 
5,360,478 


$202,987,658 


Encumbered- 
Expended 
Jan. 1, 1946 to 
June 30, 1973 


$ 19,178,829 
7,659,797 


12,582,739 
2,722,344 
54,991,793 
199,058,185 


2,435,085 
8,657,414 
28,158,393 


$335,444,579 


Scheduled 
July 1, 1973 to 
June 30, 1979 


$ 589,502 
2,078,853 
1,478,175 
1,952,245 
2,420,142 


27,210,906 
5,324,281 


2,032,896 
$ 43,087,000 


Scheduled 
July 1, 1973 to 
June 30, 1979 


$ 77,130,556 
75,775,108 


82,207,056 
649,792 
2,882,488 
54,908,032 


16,354,968 
$309,908,000 


WATER POLLUTION CONTROL PLANTS: OPERATING DATA 


Northeast 
Population equivalent** .............. 1,870,000 
Wastewater Flow 
(in millions of gallons daily) 
Rated plant capacity.................. 175 
Total flow treated ..............000.... 180.39 
Flow from other communities........ 12.29 
Solids in Wastewater 
(in parts per million) 
Raw suspended solids................ 246 
Final suspended solids............... 78 
Total solids removed.................. 168 
% of solids removed...............0.. 68 
Tons of solids removed daily ........ 126 
Biochemical Oxygen Demand 
in Wastewater 
(in parts per million) 
Raw wastewater B.0.D. .............. 206 
Final effluent B.0.D.............000... 74 
Total B.0.D. removed ................. 132 
% of B.0.D. removed ................. 64 
EBS2Of BVOlD: tO -FINEL eicce wet acte 111,330 
Gas Production 
Millions of cubic feet daily.......... ETE: 
Cubic feet per Ibs. volatile .......... Del. 
Electric Power Cost 
Cost per million gallons pumped ... $1.96 
Digested Sludge 
Gallons barged to sea................ 53,892,000 
Average % of solids...........0.....0. 13 


1971-72 
Southeast Southwest 
1,021,200 811,200 
136 136 
127.29 135.26 
2.45 Palbeie. 
178 275 
76 99 
102 176 
57 64 
55:7 99.3 
161 120 
91 55 
70 65 
43 54 
96,600 62,000 
—_— 1.070 
= 5.8 
$2.49 $3.62 
— 45,674,000 
6.3 


1972-73 
T-Total T-Total 
*Weighted *Weighted 
Average Northeast Southeast Southwest Average 
3,702,200 1,921,000 966, 300 769,000 3,922,600 
T-447 175 136 136 T-447 
T-442.94 190.31 126.23 132.14 T-448.68 
T- 36.49 14.19 2.57 26.20 T- 42.96 
E230 271 183 234 “Zoo 
*84 80 76 92 *83 
*151 191 107 142 #152 
* 64 70 58 61 =. 65: 
*280.4 152 56 78 T-286 
*167 205 169 117 *170 
* 74 68 95 53 eal 
eR 137 74 64 * 99 
* 56 67 44 55 S258 
T-269, 930 107,900 100,000 58,400  1-266,300 
T- 2.263 948 _— 1.021 T- 1.969 
56:8 7.0 — 5.9 2 68h, 
$2.07 $2.60 $4.76 
47,835,000 59,265,000 
#29°9 15 6.9 wl? | 


** Population equivalent is not actual population. Jt is a technical measure of wastewater strength. It is figured as 0.167 Ibs. per person daily. 
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Waste Monitor: City engineers prepare to 
check an industry's wastes with an automatic 
sampler. An electric probe, inserted into a 
manhole sampling chamber, will trigger 
readings on the device. 


management and 
engineering services 


NEW SAVINGS 
BY MANAGEMENT 

New savings were being achieved 
throughout the department. The 
savings resulted from a determined 
effort by management to tighten 
controls, eliminate unnecessary 
operations, and increase efficiency. 

As a result, personnel expenditures 
were cut markedly in the first 18 
months of the new City Administration, 
from January 3, 1972 to June 30, 1973. 
The Water Department reduced 
overtime outlays $247,000 below such 
outlays for the preceding 18 months.* 

Early in 1972, the department also 
eliminated a number of jobs from the 
water pollution control plants, the 
Race Street High Pressure Pumping 
Station, and the Customer Service 
night shift. The resulting savings 
exceeded $175,000 in fiscal 1973. 

Happily, too, other savings were 
piling up. The department was still 
gathering the fruits of a continuing 
manpower study that dated back to 
1967. This study, by a private 
consulting firm, covered procedures 
and manpower utilization in several 
key divisions. 

As aconsequence of this study, new 
systems had been adopted by some 
divisions and 71 jobs had been cut 
from the department's rolls. Total 
study savings up to December 31, 1971, 
were $1,245,000. In the 18 months 
thereafter, another $1 million was 
added, bringing the cumulative total to 
nearly $2.3 million, distributed as 
follows: 


Water Distribution Crews ........... cece 


Sewer Maintenance Crews 


Administrative Personnel...........ccccceeeeeees 


The consultant, H. B. Maynard and 
Co., Inc., concluded its manpower 
study at the close of fiscal 1972. During 
that year, it studied the Design, 
Customer Service, Water Treatment, 
Survey, and Water Pumping Divisions. 
Procedures recommended by the 
consultant were gradually 
implemented by these units in fiscal 
1973. 

As a follow-up to the Maynard study, 
department analysts examined 
management policies and practices of 
the Fiscal, Construction, Automotive 
Maintenance, Engineering Computer 
and Inlet Cleaning Units in 1972-73. 

One of the several results was a 
proposed incentive pay plan to 
increase the production of the inlet 
cleaning units. This plan, it was 
believed, would save the department 
up to $400,000 a year on its 28 
mechanized cleaning crews alone. 

Other recommendations included 
(a) establishment of an internal team to 
strengthen payroll, inventory, and cost 
accounting, (b) computerization of 
|.B.M. accounting, (c) the training of 
some field personnel to work with the 
Computer Center, (d) improved cost 
reporting for construction activities, 
(e) construction of a new automotive 
maintenance garage and adoption of 
an improved reporting system for it. 


UPGRADING EMPLOYEE 
QUALITY 

Because of plans for automation and 
other efficiencies, the quality of the 
employee was becoming vital. The 
department was selecting and training 


* Ifovertime costs were adjusted for salary increases during this period, the savings would be $567,000. 


$1,378,549 

409,617 

500,000 (estimated) 
$2,288,166 


its employees, therefore, with growing 
care. 

New Engineers: Much of this care 
was given to the recruitment and 
development of younger engineers. As 
older engineers retired, the 
department recruited vigorously at 
East Coast colleges, and hired 27 
graduates for various engineering 
jobs. Since 1968, indeed, 71 graduate 
engineers had entered the department. 

Younger engineers were given 
on-the-job training and were rotated as 
much as possible to broaden their 
experience. Within a year or two of 
hiring, many were assuming important 
responsibilities. 

Under a tuition reimbursement plan 
provided by the department, many 
young engineers and chemists were 
pursuing graduate courses after hours, 
at local universities and colleges. 
During the biennium, about two-dozen 
such employees took 46 approved 
courses at the master’s degree level in 
engineering or the sciences. 

Training Programs: For more 
experienced engineers and other 


Training: 13 water works operators 
completed a State-approved course in 
1972. Sanitary Engineer Nance Kunz 
receives a certificate issued by Pa. Public 
Service Institute. 


employees, there were numerous 
training programs. These were 
intended to add to specialized 
knowledge, or to widen the employees’ 
outlook. Thus in 1971-73— 

1. Thirty engineers, chemists, and 
staff employees took a variety of 
technical courses offered by colleges, 
professional groups, or industries. The 
courses included such subjects as 
statistics, job restructuring, gas 
chromatography, atomic absorption, 
water and sewerage planning, particle 
characteristics, and biological waste 
treatment. 

2. Up to 25 employees studied 
construction techniques at the 
Community College each term. 

3. Thirteen water works operators 
completed a 30-hour course in water 
treatment and plant operations 
sponsored by two Pennsylvania water 
works groups. 

4. Nearly 500 employees 
participated in (1) interracial 
discussion groups, or in (2) public 
relations ‘‘consciousness’”’ sessions. In 
addition, there were orientation 
meetings for new employees, and 
pre-retirement conferences for older 
employees. 

Plans were made to provide training 
in supervision and skilled trades at a 
Training Center operated jointly by the 
Water and Streets Departments. This 
will take place in fiscal 1974. 

Personnel Computerization: While 
upgrading selection and training, the 
department improved other personnel 
programs. Thus computer specialists 
were working on a new system for 
computerization of attendance 
records. By the spring of 1973, a mass 
of attendance data had been put onthe 
department’s digital computer. 
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management and engineering service (continued) 


Retirement: Fellow workers honored 
retiring employees at dinners and other 
affairs. Popular Samuel Costello (center, 
with diamond patterned necktie) retired 
after 43 years with the City. 


Simplifying the chores of time 
keepers, the computer will provide 
bi-weekly reports on time worked, 
vacation use, sick leave, overtime, etc., 
for each employee and indicate both 
individual and departmental time-use 
patterns. The new system was ready to 
go into operation, but could not yet be 
kept current because of a shortage of 
machine accounting employees. 

One benefit of computerization will 
be better control of sick leave use. In 
fiscal 1972, such use amounted to 12.7 
days per employee, and in the 
following year to 13.1 days. This usage 
was above management goals, and the 
departmentstrove to tighten sick leave 
surveillance. 

To reduce the number of personnel 
appeals carried to the Civil Service 
Commission, a departmental hearing 
board was established. The new 
procedure, which does not eliminate 
the employee's right to appeal to the 
commission, was received favorably by 
employees and supervisors. 


Employee Recognition: Employees 
were honored in various ways. Thus 
114 employees, who completed 25 
years of municipal service, were 
inducted into the Quarter Century 
Club. Others were given certificates for 
completing training courses. In 
addition, 14 employees were honored 
for unusual sick leave records; eleven 
of them had taken no sick leave for 21 
years. 

Employees gave generously to the 
United Fund to meet community 
needs. As aresult, the department won 
“torchlighter’ status in both years. 
Gifts in fiscal 1972 totaled $66,693 and 
in fiscal 1973, $65,000. 

To inform its employees, 
management revived the departmental 
house organ, ‘“‘The Water Department 
News’. This is an illustrated, printed 
newspaper, professionally prepared. 

Personnel Turnover: Several new 
programs raised the number of 
permanent full-time employees on the 
department's rolls from 1,596 to 1,644 
in fiscal 1972. A partial freeze on hiring, 
however, reduced this total to 1,571 by 
June 30, 1973. 

As part of the municipality's 
assistance program for youth, the 
department hired 115 high school 
students for temporary summer jobsin 
1972. The jobs were financed by the 
Federal Government. 

Personnel turnover during the 
biennium included: 


New 
Appointments 


AN IMPROVING 
SAFETY RECORD 


Symbolic of an improving safety 
record was the winning of 17 safety 
awards by the Water Department. The 
awards were presented on May 4, 1973, 


The “No Sick Leave” Champ: Victor A. 
Pagnotto (right), chief of water operations, 
is congratulated by Deputy Managing 
Director Thomas C. Piccoli. Mr. Pagnotto 
completed 26 years without taking a day of 
sick leave. 


Love of the Job: Deputy Managing Director 
Thomas C. Piccoli (left) shakes the hand of 
Maintenance Supervisor Edward S. Potts, 
who finished 21 years without taking a day 
of sick leave. Ten other Water Department 
employees did as well. 


Separations Promotions % Turnover 
179 100 11% 
188 124 11.3% 


by the Safety Council of the Greater 
Philadelphia Chamber of Commerce. 

Among the awards was the 
chamber’s second highest, the ‘‘gold 
award’, given to the department’s 
Load Control (or Microwave) Section 
for completing 15 years without a 
disabling injury. Awards went also to 
other departmental units and to the 
department itself for reducing 
disabling injuries in the preceding 
year. 

In fact, the number of disabling 
injuries per million man hours worked 
had been falling for ayear and a half. In 
fiscal 1973, it was 36.2, compared with 
49.9 the year before. 

To reduce such injuries, a master 
safety committee instituted new safety 
measures, held employee meetings, 
and increased the use of safety aids. 
The safety officer conducted a wide 
ranging educational program, which 
included a small safety news sheet. 

Preventable motor accidents 
climbed by 17 in fiscal 1973 over the 
year before, but non-preventable 
accidents were lower. To lessen the 
rate, the department put 40 operators 
of heavy automotive equipment 
through a safe driver course, and 
planned to extend such training to all 
equipment and heavy equipment 
operators. 

On the brighter side, 296 employees, 
who drove a municipal vehicle for an 
entire calendar year (1972) without a 
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management and engineering service (continued) 


preventable accident, received “‘safe 
driver’ awards from the National 
Safety Council. 


ENGINEERING 
DEVELOPMENTS 


Engineering Computer Center: 
Engineering units used the digital 
computer for 3,100 hours in 1971-73. 
This reflected the growing 
computerization of engineering 
programs. 

The computer did complex 
mathematical calculations, sped up 
many departmental operations, and 
provided a variety of daily, weekly, and 
monthly reports. 

The reports covered time and costs, 
manpower utilization, water quality, 
operating data, wastewater treatment, 
inlet cleaning, surveys, industrial 
waste surcharges, maintenance, and 
many other subjects. 

Several new programs were 
developed for Water Department units. 
These included one of the biggest to 
date—a new program (NELOG) for 
reporting 350 wastewater 


Rose Enthusiast: Water Department em- 
ployees had wide ranging interests. Charles 
Tongue, a foreman, added new medals to 
the many he has won at rose shows for his 
prize roses. 


“parameters” from water pollution 
control plants. This data will be relayed 
initially from the Northeast Plant to a 
teletype receiver in the Computer 
Center. 

Other municipal agencies used the 
department’s computer for more than 
1,900 hours, and Computer Center 
personnel advised them on 
programming. A large system was 
developed for Philadelphia General 
Hospital. 

Design Branch: The computer was 
being used extensively to solve 
structural design problems. Of special 
note was the design of new tanks for 
expansion of the Northeast Plant. 

This work was being guided by 
engineers of the Design Branch, who 
worked closely with Computer Center 
and private consultants. 

Design engineers turned out “plans, 
specifications, and estimates’”’ for a 
wide spectrum of future construction. 
The 345 contracts, on which work was 
done, included 32 miles of sewers, 52 
miles of water mains, and many 
physical improvements at plants and 
pumping stations. The estimated value 
of the contracts was $40 million. 

As in past years, there was close 
cooperation with the State Department 
of Transportation. Design personnel 
reviewed 80 State plans for the 
relocation of water mains and drainage 
affected by new State highways within 
the city. In addition, engineers 
prepared 128 reports on drainage, 
utilities, and other matters related to 
other community projects. 

The Water and Sewer Systems 
Planning Unit was merged with the 
Design Branch at the beginning of 
fiscal 1973. This unit made many 
hydraulic and drainage studies 
throughout the city. The studies 
included a future surge basin for 


Mingo Creek in Eastwick, improved 
drainage for International Airport, and 
future changes in storm water flow in 
Eastwick and the northeast. Water and 
sewer needs for newly developed or 
redeveloped areas were also under 
study. 

To assist contractors in bidding on 
municipal projects, the Design Branch 
prepared a small handbook on ‘‘Water 
Standard Details’. The booklet 
describes standardized items such as 
water pipes, ferrules, manholes, etc., 
used by the department. 

Construction Branch: Construction 
engineers were the eyes and ears of the 
department in the field. Trudging 
through tunnels, examining building 
materials, and checking on 
construction techniques, they held the 
many contractors to contract 
specifications. 

In fiscal 1972, engineers supervised 
247 contracts with a combined limit of 
more than $40 million. This was little 
changed in fiscal 1973, when field 
contracts totaled 269, with a value over 
$38 million. 

During the biennium, the 
Construction Branch completed 159 
surveys for future plants and pipelines, 
and drafted 154 plans. 

The many projects supervised by 
construction engineers are described 
in other sections of this report. 

Materials Testing Laboratory: To 
help municipal departments obtain full 
value for their dollars, the Materials 


For Generous Giving: Thanks to its 
employees’ concern about community 
needs, the Water Department won the 

United Fund's “Torchlighter Award” for 
two years in a row. The department 
exceeded its quota. 


Testing Laboratory made 176,000 
tests. The tests were performed on 
materials purchased by the City or 
used by contractors in municipal 
construction. 

Handling 10,000 samples, the 
laboratory made physical and 
chemical tests on a wide variety of 
items, including gasoline, oil, coal, 
asphalt, textiles, paints, soaps, 
cements, concrete, detergents, 
chemicals, sands, soils, metals, paper 
and wood. The testing included: 


SAMS MOSS sesusn..:50420- cine ane udescwwacve ents 
FHV SIC all MOSES, aeararseacesesccevench ovsseesascseaances 
GhemicalMOSt Se... ..csccseysapiesseocrssesvensenstues 


About three-fourths of chemical, and 
one-third of physical, tests were 
performed for the Water Department. 
The remainder was done principally for 
the Procurement, Streets, Commerce, 
and Public Property Departments. The 
laboratory tested materials for 43 
construction projects that were under 
way in various parts of the city. 

To speed up the analysis of 
materials, the laboratory continued to 
stress the use of electro-chemical, 
photometric, and other instrumental 
methods. It also refined some of its wet 
chemical tests to make them more 
accurate. 

Personnel made numerous trips to 
manufacturing plants to inspect 
materials and observe proof tests on 
materials used by the municipality. 
Physical testing will increase greatly in 
1974 as airport, mid-city tunnel, and 
other large projects begin. 

Other Units: The engineering staff of 
Water Pollution Control made a 
number of studies. These included the 


the Boy Scout's Frontier District. 


1971-72 1972-73 
Feces sneer acca oats: 4,600 5,400 
gusdtvansceauateasenantaewosss 32,200 38,700 
snshives¥anpanvepersganciseesse 46,800 58,700 


testing of new treatment methods at 

wastewater plants, and preparation of 
technical papers on sludge disposal, 

automation, and other subjects. 

The Water Main Records Unit made 
6,000 revisions to block plans and 
plates pertaining to water mains. It also 
processed 12,000 permits for use of fire 
hydrants, and 330 permits for making 
service connections. The unit 
continued to microfilm contract 
drawings, block plans, and old 
records. 

The Drainage Unit reviewed 
numerous plans submitted by 
engineers, architects and contractors 
for on-site sewers at large commercial, 
industrial or public projects. It also 
reviewed requests to relocate sewer 
inlets, and followed up these and other 
reviews with inspections of the field 
work. It processed 3,700 applications 
for sewer connection permits, redrew 
many sewer return plans, and supplied 
much information to the public, 
including copies of drainage plates. 

Engineers of the Research and 
Development Unit monitored rivers 
and creeks and did special studies of 


Civic Awareness: Some Water Department 
employees took an active part in civic 
affairs. Water Commissioner Carmen F. 
Guarino (right) led a fund raising drive for 


Clean-up Message: A float in the 
City’s annual “Clean-up, Paint-up, 
Fix-up"’ Parade voices the Water 
Department's concern about cleaner 
rivers. 


storm water overflow (see pages 19 to 
20). During the biennium, they also 
completed a study of cross 
connections in private property and 
drew up a proposed ordinance to 
eliminate such cross connections. 


SOLVING 265,000 
CUSTOMER PROBLEMS 


For the department's interviewers, 
service to the customer was a daily fact 
of life. They received nearly 265,000 
telephone calls, appealing for 
information or assistance. 

The calls concerned many urgent 
problems, including broken mains, 
flooded cellars, discolored water, open 
fire hydrants, clogged inlets, low water 
pressures, and ruptured sewers. In 
response to these calls, the small 
Customer Service Unit radioed nearly 
28,000 complaints to roving field 
inspectors. 

Moving quickly to designated points, 
the inspectors checked out the 
complaints and summoned aid when 


41 


42 


management and engineering service (continued) 


necessary. As a result of their reports, 
emergency crews were sent to 
thousands of locations to correct 
defective water or drainage. 

During the biennium, the inspectors 
performed 175,000 inspections 
covering permits, billing, leaks, 
missing meters, fire service 
connections, charity applications, and 
water service relays. 

The inspections turned up many 
insanitary or other private violations, 
which customers were required to 
correct. Though most customers (in 
23,000 violations) readily complied, 
295 had to be taken to court. 

An increasing number of customers 
on welfare, however, were unable to 
make plumbing corrections. In 466 
cases, the Water Department did the 
work and billed the customer, who 
then arranged with the municipality to 
pay the bill in installments. Such City 
Fund work amounted to nearly $63,000 
in fiscal 1972 and $87,000 the following 
year. 

Customer Service personnel also 
investigated or reviewed applications 
for special water and sewer rates. They 
approved charity rates for 1,068 old 
and new applicants, but rejected 113 
others. Requests for special rates for 
vacant properties were approved in 
3,344 instances and rejected in 182. 

Damage from broken water mains 
and sewers, overflowing inlets, or 
other drainage conditions, was the 
subject of many small claims during 
the biennium. The Water Department, 
which administers a small claims 
ordinance, settled 135 claims at a cost 
to the municipality of $21,881. Six 
claims were referred to the City Law 
Department and 141 claims were 
pending. @ 


PERSONNEL CHANGES 

The most significant personnel 
change was the retirement of Samuel 
S. Baxter, who served as Water 
Commissioner from January 1, 1952 to 
January 3, 1972. He was succeeded by 
Carmen F. Guarino, then Deputy 
Commissioner for Water Pollution 
Control. 

Kenneth J. Zitomer, Chief of the 
Design Branch, was named Deputy 
Commissioner for Engineering on July 
1, 1972 and sworn in on August 16, 
1972. 

Michael Nelson, Sanitary Engineer 
lll, was named Acting Chief of Water 
Pollution Control on May 15, 1972, and 
Rinaldo Luciani became Acting Chief 
of the Design Branch on June 26, 1972. 
Mr. Luciani’s appointment was made 


permanent on October 29, 1973. 
Other personnel changes in 1971-73 
were: 


Promotions 


In fiscal 1972: Alan Hess (Chief of 
Water Treatment), from Sanitary 
Engineer Ill to 1V; Hugh Hanson 
(Superintendent of the Schuylkill water 
plants), from Sanitary Engineer II to III; 
James Kenny, from Assistant 
Supervisor to Supervisor of the 
Customer Service Section; John 
Craney, from Field Representative 
Supervisor to Assistant Supervisor of 
Customer Service; Robert Bradstock, 
from Supervisor to Assistant 
Superintendent of the Water 
Distribution Section; William 
Mahoney, Erwin Huber, and J. Robert 


Gallagher, from Civil Engineer II to 
Construction Engineer I. 

In fiscal 1973: Warren Bush, from 
Construction Engineer | to Collector 
System Coordinator; Domenic 
Guglielmi, from Public Works 
Inspector II to Inlet Cleaning 
Superintendent; Charles Slaughter, 
from Excavation Foreman to Assistant 
Superintendent of Inlet Cleaning; 
Thomas Kulesza, from Sanitary 
Engineer Il to Ill (Chief of Industrial 
Wastes Section); William Wankoff, 
from Civil Engineer | to Sanitary 
Engineer II (Supervisor of Northeast 
Plant); and the following to Staff 
Engineer!.. . . Andrew Peters from 
Electrical Engineer Il, Sandor Kovacs 
from Mechanical Engineer II, and 
Maurice Cameron from Mechanical 
Engineer Il. 


Retirements 

Michael Rocco, Engineering 
Supervisor II (Assistant Chief of the 
Design Branch), on July 23, 1972; 
Donald Randell, Sanitary Engineer II 
(former Supervisor of the Northeast 
Plant), on September 12, 1972; Samuel 
Costello, Civil Engineer II 
(Construction), on February 16, 1973; 
Harry Ridge, Civil Engineer II 
(Construction), on April 1, 1973; and 
Hugh Ireland, Construction Engineer 
Il, on June 24, 1973. 


Resignations 

Hugh Hanson, Sanitary Engineer II 
(Superintendent of Schuylkill water 
plants), on September 1, 1972. 


INFORMATION FLOWS TO TWO MILLION CUSTOMERS 


Public Information: As part of acontinuing program, the Water Department 
informed its customers about its activities. During the biennium, it 

distributed 50,000 brochures and 1,000,000 mail inserts .. . issued news 
releases... set up exhibits . . . held year around ‘“‘open house’ at its plants 
... sent out speakers, and used other informational tools. 


WHEN YOU Say 
“Philadelphia Water” 


PHILADELPHIA’S 
PUSH-BUTTON 


FINE WATER 
ELECTRONICALLY PURIFIED 


City of Philadelphia 


WATER DEPARTMENT 
BIENNIAL REPORT 
July 1, 1969 to June 30, 1971 


financial statements 


CAPITAL ACTIVITY - 1973 


Storm & 
Water Sewer Flood Relief Total 
Capital contracts encumbered July 1, 1972............... $ 6,082,062.32 $15,744,058.78 _ $21,826,121.10 
Add: Capital work initiated in Fiscal 1973............... 7,684,699.33 9,665,741.34 _ 17,350,440.67 
Total: Net capital activity in Fiscal 1973................... $13,766,761.65 $25,409,800.12 _— $39,176,561.77 
Less: Capital expenditures in Fiscal 1973................ 7,892,885.99 15,216,817.27 _— 23,109,703.26 
Capital contracts still encumbered June 30, 1973... $ 5,873,875.66 $10,192,982.85 — $16,066,858.51 
so u6) Be) 2. SS See 
SUMMARY OF CAPITAL ACTIVITY 
1967-1973 
Calendar Fiscal Fiscal Fiscal Fiscal Fiscal 
Year Period Period Period Period Period 
1967 1968-1969(1) 1970 1971 1972 1973 


Capital contracts encum- 
bered beginning of period. $15,641,384 $19,720,719 $31,209,172 $25,654,314 $17,933,474 $21,826,121 


Add: Capital work initiated .... 23,094,060 38,720,673 10,574,111 12,848,928(2) 23,017,772 17,350,441 
Total: Net capital activity... $38,735,444 $58,441,392 $41,783,283 $38,503,242 $40,951,246 $39,176,562 
Less: Capital expenditures .... 19,014,725 27,232,220 16,128,969 20,569,768 19,125,125 23,109,703 
Capital contracts encum- 

bered end of period ........... $19,720,719 $31,209,172 $25,654,314 $17,933,474 $21,826,121 $16,066,859 


(1) 18 months transition period, ended June 30,1969. 
(2) Revised from previous report by elimination of two projects totaling $8,672,000 not in fact initiated. 


WATER FUND 


BALANCE SHEET 
ASSETS AND OTHER DEBITS 


Utility Plant 
WulityoRIant In SEIViCG...:cctescc.ssccttemece nee 
Construction Work in Progress............c0.0- 
Unexpended Construction Authorizations.. 


Current Assets 


Advances to Other Municipal Funds........... 
Materials and Supplies at Standard Cost... 


June 30 


1973 


$315,532,415 
6,842,278 
10,595,885 
$332,970,578 


$ 12,799,342 


8,466,207 
399,880 

(2,193,058) 
789,653 
2,182,739 

$ 22,444,763 
$355,415,341 


LIABILITIES AND OTHER CREDITS 


Long Term Debt and Other Credits 
BondstRavablen..ccstsr ttt. ccsccssvat eee 
SINKINGUPUNGIASSCISHOS Mees. ae 
Bond Authorizations Unissued............0...00.. 


Excess of Utility Plant and Fund Accounts 
over Long Term Bond Commitments ...... 


Current Liabilities 
Accounts! Pavabletze ee nian. 
AcciUed |Rayrollleisicccsemccaseacciee eet oe: 
Advances from Other Municipal Funds....... 
Provision form InGemmitles: cis: ..1c.0.00c.0e-0etss5se, 


Surplus and Surplus Reserves 
Reserve for Commitments. ...............ccccceeeee 
Surplus: 
Invested in Materials and Supplies.......... 
Estimated Collectible Receivables ........... 
Available for Appropriation.............00.00.. 


Total Surplus and Surplus Reserves.. 


$111,147,197 
(3,299,691) 
15,000,000 
$122,847,506 


210,123,072 
$322,970,578 


$ 964,432 
254,398 
245,397 

21,074 

$ 1,485,301 


$ 2,207,716 


2,,182,739 
6,673,029 
9,895,978 

$ 18,751,746 
$ 20,959,462 
$ 22,444,763 
$355,415,341 


1972 


$310,859, 186 
5,681,079 
11,722,353 
$328 ,262,618 


$ 11,781,063 


8,209,948 
393,477 
(1,461,799) 
1,089,397 
2,144,198 

$ 22,156,284 
$350,418,902 


$116,711,090 
(3,012,394) 
12,900,000 
$126,598,696 


201,663,922 
$328,262,618 


$ 836,465 
240,881 
642,530 


$ 1,719,876 
$ 1,496,811 


2,144,198 
7,141,626 
9,653,773 
$ 18,939,597 
$ 20,436,408 
$ 22,156,284 
$350,418,902 
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WATER FUND 
STATEMENT OF INCOME AND SURPLUS 


For the Fiscal Year Ending 


Operating Revenue: 


NMIELC ESCM EICS rete testes cats sora ts vnc se aaceedtabinntaenee 
Municipal and other Metered Sales............. 
Public Fire: Protections. s.:-.-.-..0..s1.cscscenencse> 
Private Fire CONNECTION ...........:::cceeeeeseeeeeeee 
Other Operating Revenue.............::cceeeeenes 

Total Operating Revenue.....................++ 


Operating Revenue Deductions: 


OPEratiNOIEXPOMSSS «.c-ccseccc-.-c-.csencsssncesenceen-ss 
Charges in lieu of Depreciation................... 
Total Operating Revenue Deductions.... 
OPOALING IMCOMC cee. --.csce.scccsssncevereesecnsareveces= 
WENMGTAICOMO erate ace sceeet eto nccese onan s-esnavcntannncass 
CYP Yate) 1 Sale pee pene arene epee eee eLr ED oe 


Income Deductions: 


Interest on Long Term Debt...............::eeeeeees 
PUSAN ERG CONTRO coe sve eases crs eceancesipnsinnescs 
Surplus and Surplus Reserves at the 
Beginning Of Ine Van <.2.).2.....c00c-ss00:-se<e---- 
Other Adjustments to Surplus (Net) ............ 
Total Surplus and Surplus 
Reserves at the End of the Year......... 


$ 5,357,661 


$ 4,652,939 


$ 704,722 


20,436,408 
(181,668) 


$20,959,462 


June 30 
1973 1972 
$28,709,806 $28,946,826 
1,111,059 1,214,434 
1,207,405 1,218,052 
392,115 429,555 
840,775 816,314 
$32,261,160 $32,625,181 
$20,763,770 $19,290,512* 
6,918,224 4,468,078 
$27,681,994 $23,758,590 
4,579,166 8,866,591 
778,495 679,374 


$ 9,545,965 


$ 2,418,622 


$ 7,127,343 


13,479,030 
(169,965)* 


$20,436,408 


* Exigencies precluded the availability of some actual accrual basis data. Therefore, some estimates were 
used for the accrual basis. 


WATER FUND 


BUDGETARY OPERATIONS—FISCAL 1972 - FISCAL 1973 


Fiscal 

SUMMARY 1972 (a) 
GASH SUR POULT ed URE Sees eee crc ru Os ces oa wacees cameos |e teocivons deve $ 3,354,933 
Add: Adjustments: prior years operations, CtC. ...........cccccsccesecesseeeseeesees 669,884 
FiscaliVGarsseveEmuUesi(C))xscreccccc soos ace coc cssarss .esecaemaceat soeexeustty <oenes 35,094,188 
MOCAN VC AleS ICS SOUEC CRG eect cases senzcc tte sa elle cevacocs dann uoecacads aoeeiueseveusFexatvdastrs 39,119,005 
(ess) “Fiscaliyeats Obl GatiOns) (C)ivessci.c:2c-eaccsseeeccs<encceoccooszeeesseseesnteczee (29,465,232) 
Cashpauroliissuuners0 rst aioe os estes nla $ 9,653,773 
GHANGEXIMPVEANS LOD ELAN ON Secs -ccsccteceasecs oat cs cclecarasee vcccsavacvics ceurdeactsevess Sucee $ 6,298,840 


REVENUES (c)—{by major source of revenue) 


Water service charges 


Collectionseunne me AG Scere: ese -<. = -cococec ccs vacecescvcecesaceaeceatecateees’es $25,147,859 
(OVEESR LOY TENG (¢ Cicceecteeee acs cen ire gee ie ae er en ee 3,248,765 
Total Water: SOrviGe: Charges... ..0.:.<<..sicisesecsesciseassondesdecsnectsecesbess 28,396,624 
Miscellaneous: 
FANG *SOGVICSICOMMOCHONS exccevscsee-aseer.07<dss2ccedessteccsossstesucessiasésvasssueseeees 428,031 
IMGLO IIS ta TCO seers cree rene ree ccete av sehesndesanaacie cra tsscevecnacevseustt sveveceuiaes 130,838 
EIN Toe pec eee cece et vaSaseneiSotcnecvanven cols tususevasnustanidssstusieniexen 711,707 
MORAINES CON ANG OU Sep seers sc ctec cvs dieses seccrcessvsoesenceseecseeccnaicnstseccvasesestescsete 1,270,576 
WFILGKOS USAMA GS ee serce renee pete tee re ee cre vctv onsen severuscssaescssseessescatevavacavvadecsenasseeee 351,399 
Payments from other City Funds: (c) 
General Fund: water service Charge ............:ccsccescesssessesssssesscesteneeeee 1,214,434 
FOUNTUMCNG x POIISES wae tik cvestiea loco cotaee scot casersecetecanaceeey 107,898 
FIKGRPHOTSCHION) SONVICCS <.1.cc.cscesseseccssvacssascessvosseeseoseaces 1,218,052 
Sewer FUN: jOMtTUMGIOXDSMSOS. occ. sus.050202-0cesececacseseeeseaseccscessesdneseoses 2,535,205 
Total Paymentsitromrothen City) RUNS i:.c..storcsctesenvsctsctescstcesctesuaseds 5,075,589 
Total Water Fund Revenues ................ccccccccssccscccscssccccsccssseneceseees $35,094,188 


Fiscal 
1973 (b) 


$ 9,653,773 
560,586 

__ 35,318,177 
45,532,536 
(35,636,559) 
$ 9,895,977 
$ 242,204 


$24,825,312 
3,871,600 
28,696,912 


404,971 
145,733 
467,871 


1,018,575 


412,756 


1,111,059 

95,368 
1,207,405 
2,776,102 
5,189,934 


$35,318,177 


OBLIGATIONS (c)—{by major object of expenditure) 


Water Operations 


RO TSO MalSONMIC OS resem senscn ers ox evcs sectazs cxdetteavivalasevecsscadsoasekaceeeuoaceeatsenl > $ 9,824,613 
PUIG CMASOROM SOI IGES eexcts. cacescresscis ¢ cat cxses coceosvccescecusevaineeveneactutuoeubccssev ane 3,374,267 
MatenialSta mGtSup i eSyo:csssc.cecevecs sons ssceai ns eoenzacavtstacctvonesertersseisennecee es 3,609,266 
fo (U)) ofan (lat Giese eer oe ce ta cet par or eC rpc eeu ee pee ee ae 434,005 
SUMP Re Se cree ae eae ee eco cec esas Meee Ader tas bance daudexse en eae es ekkaweed 17,242,151 
Payments to General Fund: (c) 
Financial services, meter reading, billing, CtC..........c..ccceeeeeeeeeeee 655,521 
OthENisemviGestrenmd eho ees cc.-cvccessece scsi aveeceessdaveveasyssestonsssessteectostens 1,062,284 
Total-Payments to:General FUNG. ...<......06..0.csssscscsssocvensscesessceceses 1,717,805 
PayMmentsstoiSOmOn rum cleme ee er cr cece ccc rcucessscc cayossaeescsataueet essence 60,000 
MRE MNY CROC RENOIR S) cos cnc ooo ca cosccscovssuscezsssacetcasarencsivexveosexeravevers $19,019,956 
Capital Bucher Gineerci yn cy ccc: ress ce sce ece ck. scons csvaczruceeaeceecscacssadecoosscdoscazccen 500,000 
PETCIOIVUIAIELS Sa (IS) bee rey ete nae ee Seca chs pcester save yecies scene teeaecsatas ae trenches séaanaeediacss 89,824 
EMMPlOVGOS MVVe IRAE x IANS er. ssteeceeeschnasvccancceacsesceeneeceeseucerecesessedateessoseere 341,756 
Workimenrsi Compensation sce -2-e scs.cessecczcesescbeenasecSostovcoensencesssvesectsect yees 5,472 
Department of Collections 
ROLSOMAUNSONVIGOS mre cece eieeses Sect da cnc cccoruscosrecieenceiesesnaiveerk hs ecm c ces Nea 1,707,624 
RURCHASCOMSEIVIO ES ee sie eet. sed oss cons ashanaeecheosvelets cae eessece seis eueae ect 186,013 
IAL ALS AIRS UND ONS aascs Fe cata coca cs So ccaz can ramawen cout ezsvens cassswanuta nee cesteees 25,501 
EAGULPOIAGMN tecce cles sa cncevar yates ctvan svauce eas ones vas: occoncuarvasveceent oc aectite Soon ETN 16,217 
PRO TUIAS esse cc stesyc etcetera tee ese ie nhc oar Re an A Ba 14,188 
Total Department of Collections ...................cccceccccceesseeesseeeeeseees 1,949,543 
Debt Service 
LYRE RSIS) No ee eRe a PS rece ar Ge ik eR ee ee an See ree ee eee 2,418,621 
PRTG | Peal te eeepc aes apteaceracea Secaussocdrecthctece saad swesseeae eeess sie ods ceasexestoreiees 3,261,460 
Motal(DEbGSONViGer ese. tees eve cox ieacecosesetrateeae cnn aces aun eatecees 5,680,081 
PQMSIOMS (6) feo ccoc secs caters cece ee Sea cease ore sae cce cusses cio teeictaseeenieeseneees 1,878,600 
Total Water Fund Obligations. ....................ccccccccsecesseceesetensseees $29,465,232 


$10,211,961 
3,879,267 
3,909,842 
310,729 
18,311,799 


673,546 
963,368 
1,636,914 
60,000 
$20,008,713 
500,000 
163,663 
360,325 
6,502 


1,841,869 
182,896 
27,184 
18,179 
19,407 
2,089,535 


4,652,939 
5,674,978 
10,327,917 
2,179,904 
$35,636,559 


Change 
toca 


$ 6,298,840 
(109,298) 
223,989 
6,413,531 
6,171,327 
242,204 
(6,056,636) 


(322,547) 
622,835 
300,288 


(23,060) 
14,895 
(243,836) 
(252,001) 
61,357 


(103,375) 
(12,530) 
(10,647) 
240,897 
114,345 


$ 223,989 


$ 387,348 
505,000 
300,576 


(123,276) 
1,069,648 


18,025 
(98,916) 
(80,891) 

eee oe, 
$ 988,757 
0 

73,839 
18,569 

1,030 


134,245 
(3,117) 

1,683 

1,962 

5,219 
139,992 


2,234,318 
2,413,518 
4,647,836 


301,304 


$ 6,171,327 


(a) Began July 1, 1971 (b) Began July 1, 1972 (c) After adjustments were made from surplus. 
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ne 
SEWER FUND 


BALANCE SHEET 
ASSETS AND OTHER DEBITS 


Utility Plant 
WITTY ARlANt IN: SOnViCG:...6......2...0.:c8n eee. 
Construction Work in Progress............:.000+. 
Unexpended Construction Authorizations.. 


Current Assets 


Estimated Uncollectible Receivables....... 
Advances to Other Municipal Funds........... 
Materials and Supplies at Standard Cost... 


June 30 


1973 


$435,532,557 
9,655,773 
22,539,997 
$467,728,327 


$ 16,773,456 


8,940,279 
312,856 

(2,091,350) 
84,583 
390,521 

$ 24,410,345 
$492,138,672 


LIABILITIES AND OTHER CREDITS 


Long Term Debt and Other Credits 
BONES Payable cere. cecsrsscccctetecccossssccticsvastl een 
SIMKINGUR UNG ASSOIS foe e ccnvecevvtvecevecczes 
Bond Authorizations Unissued...............00.+.. 


Excess of Utility Plant and Fund Accounts 
over Long Term Bond Commitments ...... 


Current Liabilities 
ACCOMM PAV ADO’ veccreseeres.s2<<ceresccdcaseeseeles ct 
(ateted dUt=to| [P1244 ol Siac cone ch ee ee ee 
Advances from Other Municipal Funds....... 
Provision for Indemnities...........0..:ccccccceecesee- 


Surplus and Surplus Reserves 
Reserves for Commitments ...............cccccceseee 
Surplus: 
Invested in Materials and Supplies.......... 
Estimated Collectible Receivables. ........... 
Available for Appropriation.................006- 


Total Surplus and Surplus Reserves.. 


$178,101,198 
(7,715,234) 
37,200,000 
$207,585,964 


260,142,363 
$467 ,728,327 


$ 506,027 
117,962 
467,024 

25,240 

$ 1,116,253 


$ 2,150,056 


390,521 
7,161,785 
13,591,730 

$ 21,144,036 
$ 23,294,092 
$ 24,410,345 
$492,138,672 


1972 


$425,478,857 
8,396,667 
29,741,268 
$463,616,792 


$ 14,944,881 


8,605,698 
237,519 
(1,176,676) 
425,019 
343,212 


$ 23,379,653 
$486,996,445 


$186,837,847 
(7,043,744) 
21,600,000 
$201,394,103 


262,222,689 
$463,616,792 


$ 223,263 
102,116 
855,731 


$ 1,181,110 


$ 1,945,682 


343,212 
7,666,541 
12,243,108 

$ 20,252,861 
$ 22,198,543 
$ 23,379,653 
$486,996,445 


ee errr 
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SEWER FUND 
STATEMENT OF INCOME AND SURPLUS 


For the Fiscal Year Ending 


Operating Revenue: 
MBIONOGSAlOS oo. <-oc.-occeenecs<cenacssasssosessinnasdossees 
Municipal and Other Metered Sales............ 
Industrial Sewage Surcharge ............:0:006 
OTTOROVOM NO ccc cccuccevestiatncans nessa cancoancsarsecen 
Total Operating Revenues........................ 


Operating Revenue Deductions: 
OPE ratinGyEXPENSOScs.... ter ccerssncveveqsveceeessvecws 
Charges in lieu of Depreciation................... 
Total Operating Revenue Deductions... 
Operating INCOME=...-..............s.cssssssssesscasss 
OUMET MC OMG. cece cee serk scot oeu cs ccecconansvoozavoecveremect 
GES SUNT OINC oer nc voice cece nesseesececnvecte eee 


Income Deductions: 
Interest on Long Term Debt...............::00e 
IGEN IAG COEF oo soso o sees aces canes sazentaxsascseees 
Surplus and Surplus Reserves at the 
BEGiINMING OM tNE VOAL oi.2.60.--<eeseneuasvensnaetane 
Other Adjustments (Net) ...............:eeeeeeeeeeee 
Total Surplus and Surplus Reserves 
at the End of the V@a9r ©. :..2.:....:.0.00.ss00..0<2 


June 30 
1973 1972 
$27,682,528 $28,050,328 
1,666,298 1,574,483 
1,103,905 1,134,357 
730,619 675,624 
$31,183,350 $31,434,792 
$14,909,327 $12,678,871* 
10,065,004 6,445,103 
$24,974,331 $19,123,974 
6,209,019 12,310,818 
2,405,256 2,165,579 
$ 8,614,275 $14,476,397 
$ 7,182,186 $ 3,729,262 
$ 1,432,089 $10,747,135 
22,198,544 11,629,066 
(336,541) (177,657)* 
$23,294,092 $22,198,544 


* Exigencies precluded the availability of some actual accrual basis data. Therefore, some estimates were 


used for the accrual basis. 


7p) 


—————————————————— 


Fiscal 
1973 (b) 


$12,243,108 
202,132 
32,844,188 


$45,289,428 


(31,697,698) 
$13,591,730 


Change 
As) 
$8,814,997 
(130,337) 
605,753 


$ 9,290,413 


(7,941,791) 
$ 1,348,622 


SEWER FUND 
SEWER FUND BUDGETARY OPERATIONS—FISCAL 1972 - FISCAL 1973 
Fiscal 
SUMMARY 1972 (a) 
(CET RTBU MUG TUT A110 ee Ba a or co $ 3,428,111 
Add: Adjustments; prior years operations, @tC ........ccccccccseseeeeceeeeseeeeeeee 332,469 
FiSCaleyGaty SIreVOMUeSi(C)itesccr-scesscccsasseccavecsescedviscstestecvescsscessebecase 32,238,435 
NGEAIBY CAT SIF OSOULC OS ccc cee ooo s casas acer cascvsesceseeceesosseceeves sesevosecsodgevancte $35,999,015 
(ess) FiscaliVeanSiODIGAtiOMS! (C)\...<+.-ceccesecevescesescsccsse<escacsereosecsccevesecce (23,755,907) 
CHET ET EL CES, TIVES 5) ne ee $12,243,108 
CHANGES IM YEA SPODUGAONS! (CG) eretexessis5.2se0cc.csecavesaesuessceceenseee coduesoncccee 8,814,997 


REVENUES (c) (by major source of revenue) 


Sewer service charges 


Collectonss Current OiNIMGSi 22s ecleccsssscscasesssteatabe eens scee eueeln es $23,866,790 
Das talon streets ssecet.ssctsscavesnsseteresse me rele eee 3,385,586 
Total'S@wer Service Charges -.............:s..ccccescscecenesceceessssseesenesavaceeve 27,252,376 
Miscellaneous 
SUTUCE We (ae eee era Se rr oe eMC 1,193,590 
Service charges: other municipallities..................:ccc:csccssossssessssesseceses 703,714 
IMSLO reiinStel leo M Stee eset a tacev ots conc vcsscacexcossese soeseeeseestncsceueettscs eet etas 82,111 
OC OTe haato rane. rant cet eer sree wdc autos eccvas sau santssocsetttocties 252,713 
CE es ti0 Pe ee oe ee 96,815 
Ota IUMISCEllEMeOUS eH. Mie SORT... f. ccsesacteneertteecer tevevas tee ae 2,328,943 
PILOLESTIO AUT Si arecrase ea eecteterss ecvecscsevecs cos:sceossecbebvcstaveunccesssevscvesetereiusens 380,314 
Payments from other City Funds (c) 
General’ Fund? sewer service! charges........:....:.<-.<s-0sssssesevess0aceesaceavees 870,769 
JOINETUNGFOXDENSESEA... 2. 2gn eee tesco eec. 9,250 
Total Payments from other City FUNGS...............:..cccccessseceseccesereseseeee 880,019 
State’ Aid: Clean) Streams pro Granniccscsccac2.c0.c.0scsceecesecsvevsceecneseasvesecsesiveazs 1,396,783 
Total Sewer Fund Revenues ................ccccccccccceccescesseesceseeaceeseeaes $32,238,435 


OBLIGATIONS (c) (by major object of expenditure) 


Water Pollution Control Operations 


IROFSOMAIE SOV IC OS a eccercezscavecesest srescxeee sess stie noes eee oe ccatccssacneeb ee eee $ 5,576,827 
PURCHASE’ OfsSOMVICSS er tscct nec cec ers ee eceda sad cnenchest osoxcecseuesd beavsucsecedbsstecs 2,249,907 
MatenialS anaisup pilosa. wee ores k. ale tee ec eee ee earch cence 441,402 
LEX (ULV O(N kto-vsconr icra Ura nee cya rere oer eae er oe OD Me 732,753 
SUBSE reece cette eee ccs iacncaeccz- savas devetestuteioveewccwates 9,000,889 
Payments to other City Funds 
General Fund: (c) 
Financial services, meter reading, billing, CtC........c.ccccccccseseseceeeeeee 537,461 
OINSIESOIVIGESIFOMA COG rece. ceseseesscecsecacasesectotes cestaesck soca eioanvacssousesless 438,466 
hotabPay ments tonGenerall Pum discs cecsetet rears acy-cete-s-sercesesae ees 975,927 
Sewer Fund: 
SOMETIME EX POMSESI cate oeceescicitctevs teseteacee eee eee te 2,535,205 
Bond Fund: 
MOMENI ULL Mitre coaches cc en a ee eee es ee 40,000 
Total Payments to other City Funds..................:cccccc:eccecsccesssceesecensesens 3,551,132 
Total Water Pollution Control Operations...................:ccc0000 12,552,021 
apitaliBudgetlhinancing pcre rc..cicc3,70 eee ee ere oe eee 500,000 
URC OTINITITLESY(G) ona: k.s eons ceo es 2a cn, Peete ee teen ee eee 80,981 
Employees: Welfate'l PlanSi.c4.4.9-.ctesetee eee ee 186,482 
BSCR OS testes toccs cacy. d0chuessedscctols sates sage Me nee 12,550 
Debt Service 
PINRO OSE oot ct.wcsnevcesdnaacecscetesepiicedssts cosh: eee 3,729,262 
RBUIN CH Deal ese eos cay se ved vacnenvstbasuas ccacins:Gx¢io eee ee 5,663,111 
Ota DEBE SCIMICE s.xiscc.cscsc2. sccstzcsssdc Ae ee 9,392,373 
LATE TTS (0) eeeaner ern areca CRA oe ee te 1,031,500 
Total’SewersFund/ Obligations ....122: i 4.cczstectecccenc cess secsevsttceesscatee "$23,755,907 


(a) Began July 1, 1971 (b) Began July 1, 1972 


(c) After adjustments were made from surplus. 


1,348,622 


$23,507,995 
4,113,709 
27,621,704 


1,142,534 
865,039 
91,782 
243,605 
100,040 
2,443,000 
531,335 


790,761 
32,285 
823,046 
1,425,103 


$32,844,188 


$ 6,010,698 
2,635,709 
386,624 
506,739 
9,539,770 


558,795 
430,958 
989,753 


2,776,102 


40,000 
3,805,855 
13,345,625 
500,000 
188,630 
188,267 
19,417 


7,182,186 
8,996,172 
16,178,358 
1,277,401 
$31,697,698 


(7,466,375) 


$(358,795) 
728,123 


369,328 


(51,056) 
161,325 
9,671 
(9,108) 
3,225 
114,057 
151,021 


(80,008) 
23,035 
(56,973) 


28,320 


$ 605,753 


$ 433,871 
385,802 
(54,778) 


(226,014) 
583,881 


21,334 


(7,508) 
13,826 


240,897 


0 

__ 254,723 
793,604 

0 

107,649 
1,785 

6,867 


3,452,924 
3,333,061 
6,785,985 
245,901 

$ 7,941,791 


51 


52 


financial statements (continued) 


WATER MAINS AND SEWERS BUILT 


(in miles) 


Water Mains Sewers 


35.54 
46.28 
61.15 
46.85 
49.61 
33.02 
43.75 
39.83 
34.01 
40.43 
29.09 
41.61 
30.09 
24.80 
22.67 
30.05 
1969 (first six months) : 11.80 
1970 (fiscal) h 8.57 
1971 (fiscal) . 17.20 
1972 (fiscal) : 10.22 
1973 (fiscal) : 12.84 

669.41 


CONSTRUCTION 
CONTRACTS—1971-73 


Based on partial and final estimates 
in the field, the Water Department 
performed construction valued at 
$32.7 million in the fiscal biennium 
from July 1, 1971 to June 30, 1973. 


Water System 

The department spent $2.3 million 
for water plants, pumping stations, and 
reservoirs, and did $5.6 million of work 
under water main and water tunnel 
contracts. In addition, an 
undetermined amount of work 
(probably in excess of $2 million) was 
done on water mains under sewer 
contracts. 

Other water system statistics: 136 
contracts, with a limit of $13.4 million, 
were completed; 143 contracts, with a 
limit of $10.1 million, were awarded; 52 
contracts, with a limit of nearly $5 
million, were in force on June 30, 1973. 


Wastewater System 

Physical facilities built at water 
pollution control plants were valued at 
$3.6 million, while work done under 
sewer contracts totaled $21.2 million. 
The latter included some water main 
work, noted above. 

Other wastewater system statistics: 
189 contracts, with a limit of $29.7 
million, were completed; 118 
contracts, with a limit of $20.4 million, 
were awarded; 87 contracts, with a 
limit of $16.4 million, were in force on 
June 30, 1973. 
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